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TITLE 5—ADMINISTRATIVE 
PERSONNEL 

Diopter I—Civil Service Commission 

Part 6— Exceptions From the 
C oMrrrmv* Service 

DE!’ARTMENT OF LABOR 

Effective upon publication in the 
Fton ai Register, paragraph (a) <5> of 

16J13 Is revoked. 

m 8.1753. s*c. 2. 22 Stat. 403. U amended; 

IU.8-CC31.C33) 

United States Civil Serv¬ 
ice Commission, 

Uuu Wm c. Hull. 

Executive Assistant. 

* Doc 58-3411; Filed. May 6. 1058; 
8:51 a. m J 


TITLE 6—AGRICULTURAL CREDIT 

Chapter I—Farm Credit 
Administration 

tobdiop'.i B—Fed.tot Farm loan $yit.m 

Put 10— Federal Land Banks Generally 

B,t,lST rates on loans made through 
ASSOCIATIONS 

Ap r a 17> I958> the interest 
tcrjiHo^',' 5 bcinK cl08od throush na- 
fralro«r?, °^ n a -'»oclationa by the Fed- 
from r °* Co!u n»bia was reduced 

Wr Jn f ^ C _ pcr annum to 5 'i Percent 
^woum: effective April 23. 1958, the 

throuTh n r n a ‘* °, n # »oans being closed 
^thePed^Mi 1 ? 1 f ? rm loan associations 
r »Cd?rt^^ nd Bank oi Omaha was 
««,percen?® 5 J* rcen t Per annum to 
annum; effecUve April 
closed Ihmnr.i? ter ^? t rate on Joans being 

tuiUor: h v th n ?“S n al farm loan asso- 
*** Bai * «* 

5 C ^ r ^f n / rom 

*««Uv e May . P ^2?\S* r “ nnu “: and 
«Joans ten. '., 95 !' ltoe interest rate 
i^Zn ™ 0 ^ Ulrou « h national 
Jaad Bank by the Federal 

5 *i Percent D^°. ke,Cy was rw J uced from 
•ontoTin “ num *o 5 Percent per 
pr reflect such changes. 


8 10.41 of Title 6 of the Code of Federal 
Regulations, as amended (23 F. R. 2137), 
is amended: by substituting “5 Vs" for “6” 
in the line with ‘ Columbia’’ therein; by 
substituting “4 J6 ,# for ”5” in the line with 
“Omaha’’ therein; by substituting “5” 
for “8V&" in the line with “Spokane” 
therein: and by substituting “5” for 
"S 1 *" In the line with “Berkeley” therein. 

(Sec. 0, 47 Stat. 14. m amended; 12 U. 8. C. 
885. Interpret* or applies sect. 12. 17.39 8tat. 
370. 375. aa amended; 12 V. S. C. 771. 831) 

fsEALl R. B. TooTELL. 

Governor, 

Farm Credit Administration . 

IF. R. Doc. 58-3410; Filed, May 8. 1958; 
8:51 a. m | 


TITLE 7—AGRICULTURE 

Chapter IX—Agricultural Marketing 
Service (Marketing Agreements and 
Orders), Department of Agriculture 

(Valencia Orange Reg 133. Amdt. 1| 

Part 922—Valencia Oranges Grown in 
Arizona and Designated Part op Cali¬ 
fornia 


limitation or handling 

Findings. 1. Pursuant to the mar¬ 
keting agreement and Order No. 22. as 
amended (7 CFR Part 922), regulating 
the handling of Valencia oranges grown 
in Arizona and designated part of Cali¬ 
fornia. effective under the applicable pro¬ 
visions of the Agricultural Marketing 
Agreement Act of 1937. as amended (7 
U. 8. C. 601 ct seq.; 68 Stat. 906. 1047) t 
and upon the basis of the recommenda¬ 
tion and information submitted by the 
Valencia Orange Administrative Com¬ 
mittee. established under the said mar¬ 
keting agreement and order, as amended, 
and upon other available information. 
It is hereby found that the limitation of 
handling of such Valencia oranges as 
hereinafter provided will tend to effec¬ 
tuate the declared policy of the act. 

2. It Is hereby further found that It 
Is impracticable and contrary to the pub¬ 
lic interest to give pre limina ry notice, 
(Continued on next page) 
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and this amendment relieves re- 
iL-iftton on the handling of Valencia 
eanrtt grown m Arizona and designated 

art of California, 

Oricr, cs amended . The provisions 
- paragraph tb) U> (i) of 1922.433 
TilrncU Orange Regulation 133, 23 
f r 2963 ) are hereby amended to read 

©follows: 

d) District 1: 600.600 cartons. 
i 5 #c 5.40 8tat. 753. a* amended; 7 U. 8. C. 
Me) 

Dated: May 2. 1958. 

IsulI S. R. Shttit, 

Director . Fruit and Vegetable 
Division , Agricultural Mar- 
keting Service. 

|F. a Doc. 6d 3395; Piled. May 6, 1958; 
8:47 a m-J 


TITLE 14—CIVIL AVIATION 

Choplcr I—Civil Aeronautics Board 

S*b<hcpt«r A—Civil Air Regulation) 

(Supp. 38 | 

Put 4b—A iuplaxi Airworthiness: 
Transport Categories 


fatigue evaluation 

This supplement sets forth the Civil 
kronautics Administration interpreta- 
tifie of flight structure and policies on 
toe fatigue evaluation of airplane 

itroctures. 

1. A new § 4b270-1 is added to read: 

I4b270-l Flight structure for fa- 
W evaluation iCAA interpretations 
JJWt apply to $ 4b270). The terra 
structure” as applied to fatigue 
jjswatlon is defined as those portions 
2L5* alr P lan *’s structure failure of 
3™ could result in catastrophic fall- 
of the aircraft and includes the 

^». fixed and movable control sur- 
fuselage, and their related primary 
•ttodunems. 

: Anc * I 4b 270-2 Is added to read: 

ltt 270-2 Fatiffue evaluation, gen- 
\ih^ AA poUcie * which apply to 
applicant should submit 
h CAA a report outlining the procc- 
[L. tJt?! lhc substantiating analyses 
ci projX)&es t0 follow in show- 

with the fatigue cvaJua- 
wL^rrrm-nU oX J 4b.270. Typical 
•Set infi *bich may be used as guld- 
, e fatigue evaluation of the 
ffl;* r 1 E discussed in Appendix H ‘ 
* Clvl1 Ae ronautics Manual 4b. 

j^wgment shall become effective 

Kn^°in^. StAt "4: ♦» tr. 8. C 425 Inter- 
, Wy ijg 801. 603. 52 Stat. 1007. at 

551. 


601 62 SUt. 100 

Ifc, • 1000, at amended; 49 U. 8. C. 


t* 4 L] 


William B. Da via. 

. Acting Administrator 
of Civil Aeronautics . 

1. 1958. 

' & D ° C ’ Se ; 33 »: Filed. Mny 6, IB! 
8 45 a. m.) 

•Re: fu ~~ 

publication In tbe rmn 


Chapter II—Civil Aeronautics Admin¬ 
istration, Department of Commerce 

| Arndt 3) 

Part 407— Procedure tor Use or Domes¬ 
tic Non-Federal Navigation Facilities 
for CAA Approved Operations 

SUBPART C—INSTRUMENT LANDING SYSTEM 
(ILS) FACILITIES 

A new Subpart C Is added as follows: 
Sec. 

407.20 Introduction. 

4C7.21 PoUcy. 

407.22 Implementation requirement*. 

407.23 Source of publications. 

407.24 (Appendix 1) Performance require¬ 

ment*. 

407.23 (Appendix 2) Installation require¬ 

ment*. 

407.20 (Appendix 3) Maintenance and op¬ 
eration requirements. 

407.27 (Appendix 4) Report* required by 

Civil Aeronautics Administration. 

Authority- || 407.20 to 40727 Issued under 
see. 205. 52 Stat 984; 49 U. 8. C 425. Inter¬ 
pret or apply see*. 301. 302. 601. 62 Stat. 086. 
1007. as amended: 49 U. 6. C. 451. 452. 551. 

$ 407.20 Introduction. The policy 
and the minimum general requirements 
of the Civil Aeronautics Administration 
for the operation of non-federal Instru¬ 
ment Landing System (ILS) facilities 
which are to be involved in the approval 
of Instrument flight rules and air traffic 
control procedures related to such facili¬ 
ties are prescribed in Technical Stand¬ 
ard Order N-29 adopted by the Adminis¬ 
trator on May 15. 1958. Technical 
Standard Order N~29. which Is set forth 
in this part. Is mandatory upon all em¬ 
ployees of the Civil Aeronautics Admin¬ 
istration in their discussions, advice, or 
recommendations to the public, or in 
their approval of the use of this type 
facility in any CAA-approved air opera¬ 
tion or procedure. Personnel of the Re¬ 
gional Air Navigation Facilities Division 
are responsible for the application of this 
Technical Standard Order on the part of 
CAA. Deviations from the Implemen¬ 
tation Requirements prescribed herein 
will be permitted only upon approval of 
the Director. Office of Air Navigation 
Facilities. Civil Aeronautics Administra¬ 
tion. Washington 25, D. C. 

I 497.21 Policy. (a) When the Civil 
Aeronautics Administration is requested 
by the owner of a non-Fedcral ILS to 
approve an IFR procedure for public use 
based on that facility, the CAA will re¬ 
quire as a condition to such approval 
that the following minimum require¬ 
ments be met: 

(1) The performance of the facility 
as determined by air and ground inspec¬ 
tions shall be in accordance with 4 407.24 
(Appendix I). 

(2) The installation of the equipment 
shall meet requirements of $407.25 (Ap¬ 
pendix 2>. 

<3) The owner shall operate and 
maintain the facility in accordance with 
$ 407.26 (Appendix 3). 

(4) The owner shall furnish CAA pe¬ 
riodic reports relative to the perform¬ 
ance of the facility as described in 
$ 407.27 (Appendix 4) and shall permit 
the CAA to inspect the facility and its 


operation at such times as the CAA 
deems necessary. 

(5) The owner shall give assurance 
that he will not withdraw the facility 
from service except with the concurrence 
of CAA. 

<b> The owner will bear all costs in¬ 
cident upon his meeting the require¬ 
ments set forth in paragraph (a) of tills 
section, and those for flight and ground 
inspections which the CAA may be re¬ 
quired to make prior to commissioning 
and periodically thereafter to satisfy it¬ 
self that these requirements are met. 

<c) If the requirements in paragraphs 
<a) and (b> of this section are met, the 
CAA will commission the facility as a 
prer equisite to its approval for use in an 
IFR procedure. The CAA will not Im¬ 
plicitly or explicitly assume any respon¬ 
sibility for the facility by virtue of such 
approval. The CAA will withdraw Its 
authorization to U5e the facility at any 
time it considers that the requirements 
set forth herein are not being met or will 
decommission the facility when the fre¬ 
quency channel is required for higher 
priority common system service. 

$ 407.22 Implementation require¬ 
ments . (a) Action under TSO N-29 will 
be Initiated when the CAA has received 
from the owner a request for an IFR 
procedure based on his facility and he 
has submitted: 

(1) A description of the facility, to¬ 
gether with evidence that the equipment 
Is capable of meeting the minimum per¬ 
formance requirements contained in 
i 407.24 (Appendix 1) and is iastalled In 
accordance with $ 407.25 (Appendix 2). 

(2) A proposed procedure lor operat¬ 
ing the facility. 

(3) A proposed maintenance organ¬ 
ization and manual of maintenance 
operation to meet the requirements of 
$ 407.26 (Appendix 3>. 

(4) A statement of intent to meet the 
requirements of the Policy. 

(b) The CAA will then perform what¬ 
ever initial air and ground inspections 
are necessary to satisfy itself from a 
technical, operational and maintenance 
viewTXiint that the facility and equip¬ 
ment are capable of meeting the re¬ 
quirements. 

<c) The proposed operating procedure 
and maintenance organization and 
manual will be evaluated. 

(d> The owner will be advised of the 
results of the Inspections and evalua¬ 
tions and of any facility, maintenance 
manual, or organizational changes that 
will be required. The owner will correct 
deficiencies and operate the facility for 
an in-service test evaluation so that the 
CAA may satisfy itself that the facility 
will meet the requirements for commis¬ 
sioning and use in an approved proce¬ 
dure. The approval of the facility is not 
to be taken as automatic approval of any 
specific procedure. 

! 407.23 Source of publications . 
Copies of the Technical Standard Order 
with its Appendixes and related publica¬ 
tions may be obtained from the Regional 
Offices of the Civil Aeronautics Admin¬ 
istration. located in Jamaica. New York; 
Fort Worth, Texas; Kansas City. Mis¬ 
souri; Los Angeles. California; Anchor- 






m2 


RULES AND REGULATIONS 


age. Alaska; and Honolulu, Territory of 
Hawaii. 

9 407.24 (Appendix J) Performance 
requirements, (a) The performance of 
the ILS shall be In accordance with In¬ 
ternational Standards and Recom¬ 
mended Practices, Aeronautical Tele¬ 
communications. Part I. Paragraph 3.1 
(Annex 10 to the Convention on Inter¬ 
national Civil Aviation) with the follow¬ 
ing exceptions, additions, and clarifica¬ 
tion: 

(1) The first part of paragraph 3.1.3. 
relating to suppression of radiation 
wholly or in part in any or all direc¬ 
tions outside the 20-degree sector cen¬ 
tered on the course line in order to re¬ 
duce localizer bands, shall not apply. 
Radiation patterns shall conform to 
limits specified in 3.1.3.3 and 3.I.3.4. 
This shall not be construed to mean thnt 
suppression of radiation to the rear of 
the antenna array in order to satisfy 
difficult siting conditions (per 3.1.3.1.4) 
is not permitted. For example, if a re¬ 
flector screen for the antenna array is 
required to overcome a siting problem, 
the area to the rear of the localizer may 
be rendered unusable and should be so 
advertised. 

(2) With reference to 3.1.3.7.1 and 
3.1.3.7.3. the portion of such paragraphs 
relating to removal of navigational sig¬ 
nals only from a localizer which has 
deviated from standards as set forth in 
subject paragraph, leaving the radio fre¬ 
quency carrier, communications audio 
frequencies (where used) and identifi¬ 
cation signals to continue radiating, shall 
apply. However, in addition, all such 
monitoring shall conform to any of the 
pertinent requirements of section 700 of 
Air Traffic Control Manual. ATC-2-B. 
entitled "Communications Procedures”. 

(3) Installation of a third marker bea¬ 
con <Inner Marker) is not required. 

(b> Ground inspection will consist of 
an examination of the design features of 
the equipment in order to determine that 
conditions may not arise which would 
permit unsafe operation due to com¬ 
ponent failure or deterioration. The 
monitors will be subjected to periodic 
calibration and stability checks during 
the in-service test evaluation period. 
These tests, and ground checks of glide 
slope and localizer radiation character¬ 
istics. will be conducted generally in ac¬ 
cordance with instructions contained in 
Federal Airways Manual of Operations 
IV-B-3—4. adapted to suit the Xacility. 

(c) Flight tests to determine the ade¬ 
quacy of tiie facility to meet operational 
requirements and compliance with ap¬ 
plicable Standards and Recommended 
Practices (SARP's) will be conducted in 
accordance with the U. 8. Standard 
Flight Inspection Manual, with particu¬ 
lar reference to section 217. 

9 407.25 (Appendix 2 ) Installation re - 
quirements . (a) The facility shall be of 
a permanent nature, located, constructed 
and installed according to ICAO Stand¬ 
ards (Annex 10) and accepted good en¬ 
gineering practices, applicable electric 
and safety codes, and FCC license re¬ 
quirements. 

(b) There shall be a reliable source of 
primary power. It may be from a power 
distribution system or may be locally 


generated. A standby system will be 
required for localizer, glide slope and 
monitor accessories to supplement the 
primary power system, except when pri¬ 
mary power is supplied from two or more 
independent sources. 

<c> Dual transmitting equipment with 
automatic changeover is required. 

<d> There shall be means for deter¬ 
mining on the ground the performance 
of the equipment < including the an¬ 
tennae) initially and periodically. 

<e> Non-Federal ILS facilities must 
hove or be supplemented with, depend¬ 
ent on specific circumstances, certain 
ground-air and iandline communications 
services as follows: 

(1> At facilities located outside of and 
not immediately adjacent to air traffic 
control zones or areas, ground-air com¬ 
munications from the airport served by 
the facility must be available. Voice on 
the localizer controlled from the air¬ 
port will be encouraged in the interest of 
reducing channel interference and mini¬ 
mizing airborne equipment require¬ 
ments: however, separate communica¬ 
tion channels will be acceptable. 

(2) At facilities located within or im¬ 
mediately adjacent to air traffic control 
zones or areas, ground-air communica¬ 
tions from the airport served by the 
facility, as outlined in subparagraph (I) 
of this paragraph, must be available and. 
in addition, reliable communications 
(Iandline telephone minimum) from the 
airport to the nearest CAA air traffic 
control or communication facility must 
be provided. 

(3> Provisions of subparagraphs (1) 
and (2) of this paragraph are not man¬ 
datory at airports where an adjacent 
CAA facility is capable of communicating 
with aircraft on the ground at the air¬ 
port and during the entire proposed in¬ 
strument approach procedure. 

(4) At low traffic density airports, 
located within or immediately adjacent 
to air traffic control zones or areas, and 
where extensive delays are not a factor, 
the communications requirements of sub- 
paragraphs <1> and (2) of this para¬ 
graph. may be reduced to reliable 
communications (iandline telephone 
minimum) from the airport to the near¬ 
est CAA air traffic control or communi¬ 
cation facility, providing an adjacent 
CAA facility is capable of communi¬ 
cating with aircraft during the proposed 
instrument approach procedure down to 
the airport surface or at least to the 
minimum approach altitude. 

f 407.26 (Appendix Maintenance 
and operation requirements . (a) The 

owner shall establish an adequate system 
of maintenance and provide qualified 
maintenance personnel to maintain the 
facility at the performance level existent 
at the time of commissioning. As a 
minimum, the maintenance personnel 
shall meet FCC licensing requirements 
plus demonstrating to CAA that they 
possess the special knowledge and skills 
required to maintain the facility. 

(b> The owner shall prepare an oper¬ 
ating and maintenance manual outlining 
mandatory procedures for operation, 
preventive maintenance, and emergency 
maintenance. This manual must be ap¬ 
proved by the CAA and must include in¬ 
structions covering the following points: 


(1) Physical security of the facifity 
and procedure for participation a 
CONELRAD air defense plan. 

(2) Maintenance and operation of 
equipment by authorized personnel only. 

(3) FCC license requirement* for op* 
era ting and maintenance personnel. 

(4) Posting of licenses and 

(5) Relationship between the facility 
and CAA air traffic control faciliues. 
Boundaries of controlled airspace over 
and immediately adjacent to the facility 
must be described. If applicable, in* 
slructions for relaying air traffic control 
instructions and information must be in* 
eluded. If the ILS is located outside of 
controlled airspace, instructions for Ok 
operation of an air traffic advisory sen* 
ice must be included. 

(6) Instructions pertaining to Air/ 
Ground communications, if such service 
is provided. Appropriate sections of 
CAA manuals of operation may be In¬ 
corporated by reference, or necessary in¬ 
structions written directly in the manual 

*(7) Notification of CAA regarding sus¬ 
pension of service. 

(8) Detailed and specific maintenance 
procedures and servicing guides with the 
frequency of such servicing; L e., weekly, 
monthly, annually, etc. 

<9) Keeping of station logs and other 
technical records and submission of re¬ 
ports per 9 407.27 (Appendix 4). 

(10) Monitoring of the facility. 

(11) Inspections by Federal govern¬ 
ment personnel. 

(12) Names, addresses and telephone 
numbers of persons to be notified in an 
emergency. 

(13) Shutdowns for routine mainte¬ 
nance and issuance of Notices to Airmen 
for routine and emergency shutdowns. 

(14) Description of critical portions of 
the facility that must not be changed, 
adjusted, or repaired without * CAA 
flight check to confirm published facility 
operations. 

U5) Explanation of types of 
(construction, grading, etc.) in w* 
vicinity of the facility that may require 
shutdown or recertification by CAA 


light check. 

(16) Procedure for conducting » 
(round check of localizer course align- 
nent, width, and clearance and 
dope elevation angle and width. 

(17) Commissioning the facility. 

(18) An acceptable procedure for 
nodifylng or revision of the nmnuaJ. 

(O A ground check of localizer course 
Uignment, width and clearances. 
tilde slope elevation angle and 
nust be conducted monthly in &cco. • 
ince with established procedures jr 
proved by the CAA at the time of 
nissioning and a report of the resu*tj 
Jiese ground checks will be submits 
:AA per 9 407.27 (Appendix 4>. 

(d) The owner shall submit to 
r or approval any proposed modifies 
;o the facility and must not 
nodtfleations to be performed a 
specific CAA approval. 

(e) The owner's maintenance 

lel shall participate in inspectio ^ 
termed by CAA personnel and ^ ^ 

•equired to demonstrate 
accomplishing maintenance P 
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it) Improvements In TLS maintenance 
brought about by progress in ‘ the state 
o( the art" .shall be Incorporated by the 
(vjtjtt when required by CAA. 

»g; Test instruments required for 
atiiiicnancc of the facility shall be of 
types approved by the CAA. 

Lhi The owner shall require the facil¬ 
ity to be shutdown immediately upon 
receipt of two successive pilot reports of 
aolfanctioninR. 

tj> The operating and maintenance 
aaaual mu c t include pertinent data cov¬ 
ers the facility Involved- These data 
g frvM include: 

(1) Facility component locations with 
aspect to airport layout. Instrument 
runway, etc. 

<3i The type, make, and model of the 
buic radio equipments which will pro¬ 
nto the service. 

til The station power emission and 
frequencies of the localizer, glide slope, 
mrkers and associated compass lo¬ 
cators, if any. 

(41 The hours of operation. 

Station identification call letters 
ind the method of station identification, 
icd the time spacing of this identifica¬ 
tion. 

(J> The owner shall provide a stock of 
Hare parts Including vacuum tubes, 
■tiBcient to make possible prompt re¬ 
placement of components which fail or 
deteriorate In service. 

The following Federal Airways 
Manuals of Operation may be of help to 
Hie owner in developing his operating 
wdmaintenance manual: 


IJ) IY-A-l-2 Certification of Foci: 
rmormar.ee by Electronic* Mulutenai 
TOouael; 

HL * 2-2 ®*cUon|Bi Malntcna; 
J2; ^ orni and Summary oX FadJ 
nwmanre Form ACA-2171; 
rJ.V _ A * Maintenance of Electron 

^4 1 IV-B-1-4 Description and Theory 
wAment Landing System: 

iy-B 2-f-i Instrument Landing S 
«w tasuiutkm Drawing*; 

•J vs ,!^ 5 , 2 ' 4-2 In Mallutton Instructli 
Gild ® 8l °P«.* 

wto 4 « MftlntenAnc ® of l«*t 

*^ ,<llc « System*; 

lMtrucUi 
° r Nowur 

H§t^u£ 3 KS" of In4trum ' 

**!>«*£' ^ct 1 ^ , ' R ' ,crenC< ° 1,<,e 8,1 

A Z C >r 2 . B AT ^ Manual—Cotnmu 
^ Procedure* (Formerly U-B). 

w$5atST** 4) IiepOTtt ' 

boa, » Sp 1 . A *ronautfcs Admtnisti 
inquired supply of for 

Si^T 188 ! 0 ? of lhe foUowl 

^ ou^n^, Umi f hWi 1,7 CAA ' * 
t« <*Utn 1 ** °* these forma m 
c ^oiw,?. m , CAA «Pon requt 
•bouid be tuhJI'lH repo 
°®^*0t 0,6 CAA RokIot 

8k)n ln * hi ch the Xacil 

Teatt *w* ana a 
*»WI *w Thls f0i 

~~- _ -i .ctccl by the owner a 

EmST rw,ulr * ment * *»»• been i 
•»u n P»Oeral Reporu An 


shall represent the equipment adjust¬ 
ments and meter readings as of the time 
of commissioning. One copy shall be re¬ 
tained in the permanent records of the 
facility and two copies furnished to CAA. 
The form shall be revised following any 
major repairs, modernization or return¬ 
ing so that it reflects an accurate record 
of facility operation and adjustment, 

(2) Maintenance lop o/ communlca - 
tion facilities—Form ACA-406c . This 
form constitutes a permanent record of 
all malfunctioning of the equipment en¬ 
countered in the maintenance of the fa¬ 
cility. Such record will Include informa¬ 
tion on the type of work and/or adjust¬ 
ments performed including results of 
periodic ground checks, equipment fail¬ 
ures, causes (if determined) and cor¬ 
rective action taken. The original log 
shall be kept at the facility and one copy 
furnished to the CAA at the end of each 
month. Specific instructions regarding 
the preparation of this form are con¬ 
tained in Federal Airways Manual of 
Operation TV-A-2-2, and additional in¬ 
structions contained in Performance 
Standardization Branch Instructions No. 
7.10 Rev. No. 1, No. 11 Rev. No. 2 and 12. 

<3) Radio transmitter operation rec¬ 
ord —Form ACA-418. A complete record 
of meter readings will be kept on Form 
ACA-418. The readings should be re¬ 
corded on each scheduled visit to the 
station. The original of the form shall 
be kept at the facility and one copy of 
each month’s record forwarded to CAA. 
Instructions for the use of this form arc 
contained on the cover of the booklet of 
forms. 

(4) Electronic facility unavailability 
record —Form ACA-2171,1 (IBM Card). 
Equipment failures that remove the fa¬ 
cility from service shall be recorded on 
Form ACA-2171.1 “mark sense” cards. 
Each failure shall be entered on a sepa¬ 
rate card and the cards forwarded. in a 
single package, to Maintenance Opera¬ 
tions Division. W-670, Washington. D. C., 
at the end of each month. Specific in¬ 
structions for preparation and coding of 
the outage reports are contained in Fed¬ 
eral Airways Manual of Operation IV- 
A-2-2. and additional instructions con¬ 
tained on Performance Standardization 
Branch Instructions No. 7, No. 10 Re¬ 
vision No. 1. No. 11 Revision No. 2, and 
No. 12. 

This amendment shall become effec¬ 
tive May 15, 1958. 

TsealI William B. Davis, 

Acting Administrator 
of Civil Aeronautics, 

May 1. 1958. 

IP. R. Doc. 5* 3367: Fled. May 8. 1958; 

8.45 a. m | 


TITLE 24—HOUSING AND 
HOUSING CREDIT 

Chapter III — Public Housing Ad¬ 
ministration, Housing and Home 
Finance Agency 

Part 320— Low-Rent Housing Program 

FEDERALLY OWNED LOW-RENT HOUSING 

Section 320.6 Federally owned low* 
rent housing is amended os follows: 


1. The heading ’’Arizona” and the item 
•’Avondale: Housing Authority of Mari¬ 
copa County, Post Office Box 150, 
Phoenix. Ariz.” are deleted. 

2. Under the heading ’ California,” the 
following are deleted: 

Ptttter»on: Housing Authority of tho 
County of StanUlau*. Post Office Box 935, 
Modesto, Calif. 

Sol wind; Housing Authority of the County 
of Monterey, 134 Camera* Street, 8allnaij, 
Colir. 

Woodland. 

3. The heading "Minnesota” and the 
item ’Sumner Field Homes; Public 
Housing Administration, Sumner Field 
Homes. 1061 Eighth Avenue. North, 
Minneapolis 11, Minn.” are deleted. 

(Sec 8. 60 Stat. 691; 42 U 8. C. 1408) 

Date approved: April 30. 1958. 

[ seal 1 Charles E. Slusser, 

Commissioner. 

IP. R Doc. 58-3392: Filed. May 6. 1958; 

8 46 a m | 


TITLE 21—FOOD AND DRUGS 

Chapter I—Food and Drug Adminis¬ 
tration, Department of Health, Edu¬ 
cation, and Welfare 

Part 3—Statements of General Policy 
or Interpretation 

tetmination of exemption for desig¬ 
nated FOODS FOR WHICH LABEL DECLARA¬ 
TION OF INGREDIENTS HAS NOT BEEN 
REQUIRED PENDING STAN DARDIZATION; 
EXTENSION OF EFFECTIVE DATE 

On September 17,1957, there was pub¬ 
lished in the Federal Register (22 F. R. 
7393) an order terminating the exemp¬ 
tion for certain designated foods for 
which label declaration of ingredients as 
prescribed by section 403 <i> <2> of the 
Federal Food, Drug, and Cosmetic Act 
had not been required. The Commis¬ 
sioner of Food and Drugs has received 
requests from the National Canners As¬ 
sociation. Caimers League of California, 
Northwest Canners and Freezers Asso¬ 
ciation, California Olive Association, 
New York State Canners and Freezers 
Association, and other members of the 
canning industry for an extension of the 
effective date of the above-cited order; 
and good reason therefor appearing, 
pursuant to authority vested in the Sec¬ 
retary of Health. Education, and Wel¬ 
fare by the Federal Food, Drug, and 
Cosmetic Act (sec. 701, 52 Stat. 1055; 21 
U. S. C. 371) and delegated to the Com¬ 
missioner of Food and Drugs (22 F. R. 
1045>: It is ordered. That the effective 
date of the a bove-referenced order be 
extended until September 17. 1959. 

The statement of policy in which this 
order appeared (21 CFR 3.1 (22 F. R. 
7393)) is amended by changing the in¬ 
troduction to the section to read as 
follows: 

13.1 Termination of exemption for 
designated foods for which label decla¬ 
ration of ingredients has not been 
rcQuired pending standardisation. Ef¬ 
fective September 17.1959. the exemption 
from the label declaration of Ingredients 
requirements of section 403 Cl) (2) of 










sail 


RULES AND REGULATIONS 


the Federal Food. Drue, and Cosmetic 
Act is terminated tor the following foods: 
• • • • • 

(Sec. 702. 52 Sut. 1055; 21 U. 8. C. 371 > 

Dated: May 1. 1958. 

I SEAL) OCO. P. LaRRICK, 

Commissioner of Food and Drugs. 

IF R. Doc. 58-3407: Filed, May 8. 1958; 
8:49 a. m.| 


Part 141b— Streptomycin (or Dihydro- 

STREPTOMYCIN > AND STREPTOMYCIN- (OR 

Dihydrostreptomycin-) Containing 

Drugs: Tests and Methods or Assay 

Part 146b— Certification or Strepto¬ 
mycin (or Dihydrostreptomycin) and 

Streptomycin- (or Dihydrostrepto- 

mycin-) Containing Drugs 

miscellaneous amendments 

By virtue of the authority vested In 
the Secretary of Health. Education, and 
Welfare by the Federal Food, Drug, and 
Cosmetic Act (sec. 507, 59 Stat. 463. 61 
Stat. 11; 21 U. 6. C. 357) and delegated 
to the Commissioner of Food and Drugs 
by the Secretary (22 F. R. 1045). the 
regulations for certification of strepto¬ 
mycin and streptomycin-containing 
drugs (21 CFR Parts 141b. 146b; 21 CFR, 
1956 Supp.. 141b.113. 146b.108: 22 F. R. 
3041) are amended as set forth below: 

1. The headnote of 1 141b.ll3 Is 
changed to read: M f 14lb 113 Streptomy¬ 
cin syrup: streptomycin in gel <strepto¬ 
mycin oral suspension >; dihydrostrepto- 
mycin syrup; dihydrostrcptomycin in gel 
idihydrostreptomycin oral suspension >.** 

2. Section 146b.l08 Streptomycin sul¬ 
fate • • • Is amended In the following 
respects: 

a. The section headnote and paragraph 
(a) are changed to read as follows: 

i 146b.108 Streptomycin syrup ; strep¬ 
tomycin in gel <streptomycin oral sus¬ 
pension); dihydrostreptomycin syrup; 
dihydrostreptomycin in gel idihydro¬ 
streptomycin oral suspension) —(a) 
Standards of identity, strength, quality, 
and purity. Streptomycin syrup and 
dlhydrostreptomycin syrup are strep¬ 
tomycin or dlhydrostreptomycin dis¬ 
solved In a suitable and harmless diluent 
that contains one or more suitable and 
harmless preservatives. Streptomycin in 
gel and dlhydrostreptomycin In gel are 
streptomycin or dlhydrostreptomycin 
dissolved or suspended in a suitable and 
harmless gel base that contains a suit¬ 
able and harmless adsorbent and one or 
more suitable and harmless preserva¬ 
tives. Each such drug may contain one 
or more suitable and harmless suspend¬ 
ing or dispersing agents, flavorings, 
pectin, bismuth glycolylarsanilate. bis¬ 
muth magma, or bismuth subcarbonate, 
suitable mineral salts, procaine hydro¬ 
chloride. a suitable antiepasmodic agent, 
and one or more suitable sulfonamides. 
Its potency Is not less than 10 milligrams 
per milliliter. The streptomycin used 
conforms to the standards prescribed 
therefor by S 146b. 101 (a), except sub- 
paragraphs (2), (4), and (6) of that 
paragraph. The dlhydrostreptomycin 
used conforms to the standards pre¬ 


scribed therefor by I 146b.l03. except the 
standards for sterility, pyrogens, and 
moisture. Each other substance used, 
if its name is recognised In the U. S. P. 
or N. P., conforms to the standards pre¬ 
scribed therefor by such official com¬ 
pendium. 

b. Paragraph (c) <3) is changed to 
read os follows: 

(c) Labeling. • • • 

(3> On the label and labeling, if it 
contains. In addition to streptomycin or 
dlhydrostreptomycin. one or more of the 
other active ingredients specified in 
paragraph ia> of this section, after the 
name “streptomycin syrup/* “strepto¬ 
mycin in gel,” “dlhydrostreptomycin 
syrup,*’ or “dlhydrostreptomycin in gel," 
wherever such name appears, the words 

“with_(the blank being filled In 

with the common or usual name of each 
such other Ingredient)/* in juxtaposition 
with such name. 

3a. In i 146b.128 Streptomycin-poly¬ 
myxin in gel • • •, the introduction to 
the section is changed to read: “Strep¬ 
tomycin-polymyxin in gel and dihydro¬ 
streptomycin-polymyxin in gel conform 
to all requirements and are subject to all 
procedures prescribed by f 146b. 108 for 
streptomycin in gel and dihydrostrep¬ 
tomycin in gel. except that:**. 

b. Section 146b.l28 <c) is deleted, and 
paragraphs (d>. (e). and (f) are re¬ 
designated as <c>, id), and <e), respec¬ 
tively. 

Notice and public procedure are not 
necessary prerequisites to the promulga¬ 
tion of this order, and I so find, since 
it was drawn in collaboration with in¬ 
terested members of the affected indus¬ 
try and since it would be against public 
interest to delay providing for the 
amendments set forth above. 

This order shall become effective upon 
publication in the Federal Register. 
since both the public and the affected 
industry will benefit by the earliest effec¬ 
tive date, and I so find. 

(Sec. 701. 52 8taL 1055. aa amended: 21 
U. 8. C. 371. Interpret or apply »ec. 607/59 
Stat. 463. at amended; 21 U. 3. C. 357) 

Dated: April 30. 1958. 

[seal! Geo. P. Larrxck. 

Commissioner of Food and Drugs. 

[F. R. Doc. 58-3402: Piled. May 6. 1958; 

8:48 a. m l 


TITLE-19—CUSTOMS DUTIES 

Chapter I—Bureau of Customs, 
Department of the Treasury 

|T. D. 54582) 

Part 16— Liquidation of Duties 
countervailing duties; sugar from 

AUSTRALIA 

Reference is made to T. D. 52923 dated 
February 8.1952. relating to countervail¬ 
ing duties on sugar from Australia. 

The Instructions In that Treasury de¬ 
cision suspended the operation of T. D. 
49157 dated September 15. 1937. because 
it had been found that no grants or 
bounties had actually been paid on the 
involved commodity during the years 
Immediately preceding tho year 1952, 


The Treasury Department is In receipt 
of official information that the payment 
of grants and bounties was resumed ta 
August 1955. According to such infer- 
mation. bounties or grants, within the 
meaning of section 303 of the Tariff Act 
of 1930 <19 U. S. C. 1303 ), were paid or 
bestowed at varying rates depending 
upon the net home consumption price of 
sugar and an Australian equivalent of 
the world parity price of that commodity. 
The net amount of bounty is equal to 
the rates of export sugar rebate per 
ton (2,240 lbs.) of sugar content of the 
exported products. The rates paid or 
bestowed on the exportation of the In¬ 
volved products are set forth in the fol¬ 
lowing table showing the year and month 
during which each rate was applicable: 

Merchandise—Approved Prutt Product* ah» 
Other Approved Product* 


Net Amount of Bounty per 2240 Poundi of 
Sugar Content 


1955: 

August -___LAlfl. 14.0 

September _LA16.16 0 

October_____IA16. 7 0 

November__£A17.10.0 

December -______LAIS.18.0 

1956: 


January ....__ 

February_...._ 

March_ 

April .___ 

May__ 

June .............. 

August__ 

September _ 

October ............ 

November_ 

December__ 

1957: 

January _ 

February _ 

March_ 

AprU .......... 

M*y ---- 

June_ 

July_ 

August _........_ 

September_ 

October 

November .......... 

December ......__ 


_CA18,13 i 

.CA18.UI 

..LAIS. SO 

_CA18. I t 

..LAIS. 3 0 

_IA24 110 

_CA34. 4. 0 

.LA 23.10 0 

_LA24. AS 

..LAIS. 7 0 

.CA28. 1.0 

..IA17. LI 

..LA12. 0.0 

.. . Nil 

.. £A2 0 0 

_ Nil 

.. Nil 

.. NU 

;_ Nu 

. 7— LAS 3 o 

.LA1L14.0 

7._LA 12 18 0 

_LA17. 3 0 

_LAiaiso 


The amounts shown in the above table 
are hereby ascertained, determined, ww 
declared as the net amount of sucp 
bounty or grant per ton of 2.240 poj 111 ® 
of sugar content of the exported prod^ 
for each of the years and P 100 ™. 1 *} 
forth In such table to which the $pectn«J 


amounts pertain. . 

Collectors are therefore hereby in¬ 
structed to assess and collect on aU frwj 
products and on all other manufac^urea 
products containing sugar. imporw« 
from Australia directly or hidlrecuh 
additional duties equal to the APPff^ 
ate net amount of the bounty shown 
the above table or published h* 
sequent Issues of the weekly W ~ ' 
Decisions. The additional 
ified shall be applied to all 
entered for consumption or 
from warehouse for consumption 
were exported on or after Aug'wtl. . 
and which are covered by unliQUi 

Such products, entered for 
tlon or withdrawn from warenoi ' . 
consumption, which were exponcu ‘ 
sequent to December 1957 shall 
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teH from liquidation pending the pub- 
fcauan In the weekly Treasury Decisions 
gj the net amount of bounty for the ap- 

ptic&bk period 

Hie instructions contained In T. D. 
#$41 relating to the methods for de- 
icrramins the sugar content of various 
jrodnets shall remain in effect. 

This Treasury decision shall become 
effective upon publication in the weekly 
Ttnsurr Decisions, and shall supersede 
T D1 49157 and 62923. 

The table in 4 16.24 (f) of the Cus¬ 
toms Regulations is amended by insert- 
cat after the last line under '’Aus¬ 
tria*—Surar content of certain articles" 
toe comber of this Treasury decision in 
toe column headed "Treasury Decision" 
ad the words "New rates 4 ’ in the column 
betdtd "Action", 

fH 8 »1. src». 803. 624. 46 8tat. €67. 759; 19 
Vi.C.K. 1303. 1624) 

IstuI D. B. Strcbincer. 

Acting Commissioner o/ Customs . 

Approved: April 29,1958. 

A Gilmore Flues, 

Acting Secretary of the Treasury . 

(? a Doc. SB 3405; Piled May 6. 1958; 
8:49 a.m.) 


TITLE 43—PUBLIC LANDS: 
INTERIOR 

QMpler I—Bureau of Land Manage¬ 
ment Deportment of the Interior 


Append *—Public long Orders 
1 Public Land Order 1626) 

(78859| 

Idaho 

Wan RITE RESTORATION WO. S42 partially 
itVQKlj.c THE EXECUTIVE ORDER O! 
0CTOfitl 28. 1913, WHICH CREATED POWER 
*RI US£X\ z WO. 406 

°* th * authority vested In 
^President by section 1 of the act o! 
^25 1910 <36 SUt 847: 43 U. S. C, 
M« M 5 p . ursuant t0 ExecuUve Order No 
fonovr* May ^ ls onJcre<1 fta 

order of October 29 
L created Power Site Reserve 
revoked so far as It 
•^tbe following-described lands: 

Bon* Mousuaw 

T i *' 1 14 k. 

Vtl'w* 1,13 - * nd 

S' ] J 0 '»j.s.s.ind«: 

a.* »n«t« 

•Si^‘• 3 * 

SHSK>i: 

ss 34 

tens. Utu dcsc rtbed aggregate 2.007.44 

Wr? mlT 1 ? 1 p<wer Commission on 
‘ l822 ’ ^ued its general deter- 


ruination that where lands of the United 
States had theretofore been or thereof ter 
were reserved or classified as power sites, 
solely because such lands were either 
occupied by power transmission lines, or 
their occupancy and use for such pur¬ 
poses had been applied for or authorized 
under appropriate laws of the United 
States, that the value of such lands 
would not be injured or destroyed for 
purposes of power development by loca¬ 
tion, entry or selection under the public 
land laws subject to the reservation of 
section 24 of the Federal Power Act. The 
lands, therefore, to the extent that they 
are not included in other withdrawals or 
reservations, will continue open to appli¬ 
cation and appropriation under the pub¬ 


lic land laws, but without reference to 
the provisions of section 24 of the Fed* 
eral Power Act. 

3. In DA-511. Idaho, issued March 17. 
1958. the Federal Power Commission 
vacated the withdrawal created by the 
filing on April 16. 1923. of application 
for license in Project No. 406, so far as It 
affected portions of the above-described 
lands. An earlier withdrawal for Project 
No. 282 of February 23. 1922 was consoli¬ 
dated with Project No. 406. 

Roger Ernst. 

Assistant Secretary of the Interior . 

May 1. 1958. 

(F. R. Doc. 58-3389; Filed. May 6. 1958; 

8:46 a. m j 
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DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 
[7 CFR Part 924 1 

(Docket No. AO-225-A9| 

Milk in Detroit, Mich., Marketing Area 

DECISION WITH RESPECT TO PROPOSED 

AMENDMENTS TO TENTATIVE MARKETING 

AGREEMENT AND TO ORDER 

Pursuant to the provisions of the 
Agricultural Marketing Agreement Act 
of 1937. as amended (7 U. 8. C. 601 et 
seq.), and the applicable rules of practice 
and procedure governing the formula¬ 
tion of marketin g agr eements and mar¬ 
ketings orders <7 CFR Part 900), a public 
hearing was held at L&n&ing. Michigan, 
on December 10-13, 1957, and at Detroit, 
Michigan, on December 16-17.1957. pur¬ 
suant to notice thereof issued on Novem¬ 
ber 18. 1957 (22 F. R. 9294). 

Upon the basis of the evidence intro¬ 
duced at the hearing and the record 
thereof, the Deputy Administrator. 
Agricultural Marketing Service, on 
March 28, 1958 <23 F. R. 2189) filed with 
the Hearing Clerk. United Stales De¬ 
partment of Agriculture, his recom¬ 
mended decision containing notice of the 
opportunity to file written exceptions 
thereto. 

The material issues of the record of 
hearing relate to: 

t. Various proposals for expansion of 
the marketing area: 

2. Location differentials to handlers 
and to producers: 

3. The price for Class n milk: 

4. The establishment of interim bases 
for new producers and old producers re¬ 
linquishing their bases: 

5. Automatic revision of seasonality of 
normal percentages included in supply- 
demand adjustors: 

6. Pool plant requirements applicable 
to distributing plants: 

7. The type of pool: 

8. Classification of milk transferred to 
nonpool plants: 

9. Equivalent price provisions, and 

10. Provisions applicable to producer- 
handlers. 


The notice of hearing contained pro¬ 
posals for realignment of the Class I 
price differential and for changes in the 
method of computing producer prices but 
no supporting testimony was offered with 
respect to these proposals. 

In view of the extensive testimony 
with respect to proposals for expansion 
of the marketing area and the closely 
related issues with respect to location 
differentials, decision with respect to 
these issues is reserved for a later de¬ 
cision. In this decision consideration is 
restricted to other Issues of the hearing. 

Findings and conclusions. The follow¬ 
ing findings and conclusions on the ma¬ 
terial issues are based on evidence pre¬ 
sented at the hearing and the record 
thereof: 

1. Class II milk price. The provisions 
for pricing Class n milk should not be 
changed on the basis of tills record ex¬ 
cept to revise, in conformity with present 
operating conditions, the list of Michigan 
plants used. 

Class II milk under the Detroit order 
includes all skim milk and butterfat dis¬ 
posed of for consumption as fluid, cream, 
manufactured into dairy products, dis¬ 
posed of for livestock feed, dumped skim 
milk and allowable plant loss. Since 
September 1956. Class II milk has been 
priced at the higher of the average pay¬ 
ing prices of certain Michigan milk man¬ 
ufacturing plants or a butter-powder 
formula price (that used as an alterna¬ 
tive basic formula price, less 18.3 cents) 
for the months of February through 
September. For the four months of 
October through January, twenty cents 
per hundredweight is added to this price. 

Prior to adoption of the present pro¬ 
visions for pricing Class H milk the local 
plant price determined the Class II price 
in all months of the year. The change 
effective In 1956 was based upon evidence 
that this price had not always reflected 
the full value of milk used for manu¬ 
facturing purposes. Addition of the 20 
cents on a seasonal basis was designed 
to make the annual average price for 
Class II milk more representative while 
encouraging handlers to add to their 
operations only such supplies of milk as 
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would be required for operating reserves 
rather than for manufacturing purposes. 
The alternative butter-powder formula 
price Was designed to prevent the Class 
n price from sinking to unreasonably 
low levels in any month. This alterna¬ 
tive price has never been the effective 
price. 

Michigan Milk Producers Association 
proposed in the notice of hearing that 
for the months of February through 
September the Class n butter-powder 
formula price alternative apply to milk 
used In pool plants to produce nonfat dry 
milk, whole milk powder, and butter. 
At the hearing, however, they did not 
support this proposal; instead they ad¬ 
vocated that for the four months of April 
through July a credit of 5 cents per 
pound apply to butterfat manufactured 
into and disposed of as butter without 
requiring that such manufacture be in 
pool plants. Others advocated that the 
credit apply for additional months. 

The cooperative association proposing 
a lower price for Class II milk manufac¬ 
tured into butter in the flush production 
season alleges that it is being required 
to handle a constantly increasing pro¬ 
portion of the Class II milk of the market 
and must provide facilities for manu¬ 
facturing in order that the milk supply 
of the market will be handled in an or¬ 
derly fashion and that its members may 
be provided with a market at all times. 
It alleges that it cannot avoid process¬ 
ing the reserve supplies from producers 
who are not members of the association 
and that losses in processing such milk 
should not be borne by their membership. 
No figures showing processing costs or 
losses were presented, however. The 
volumes of butter manufactured by the 
proponent was shown to be substantial, 
particularly in the four months for which 
the five cents credit w*as proposed. An¬ 
other producer cooperative with manu¬ 
facturing facilities showed that its but¬ 
ter manufacture was more evenly dis¬ 
tributed over the year and proposed 
credit be given for at least eight months 
of the year. 

An operator of cheese manufacturing 
plants in Michigan protested the estab¬ 
lishment of a special price for butter not 
likewise applicable to American cheese. 
Both products are purchased under the 
Oovemment price support program at 
prices designed to reflect a single na¬ 
tional average level of price to dairy 
farmers for manufacturing milk. Selec¬ 
tion of butter as the product to which 
a credit should apply was evidently 
based upon the fact that this is the prod¬ 
uct to which the proponent and other co¬ 
operatives supporting the proposal are 
equipped to convert milk for which no 
other market can be found. 

No claim was made that there had 
been any essential change in the operat¬ 
ing or procurement policies of the local 
manufacturing plants upon which It 
should be concluded that the annual 
level of the Class n price in relation to 
the local plant prices should be reduced 
in order to be representative of the value 
of manufacturing milk. Neither is there 
evidence that there is need of greater 
seasonality in the Class n milk price. 
For a part of the time since the present 


pricing became effective, particularly 
from September 1956 through April 1957 
the local plant price averaged some¬ 
what higher in relation to other manu¬ 
facturing milk prices than had formerly 
been the case. For this period the local 
plant price exceeded the midwest con- 
denscry price of the order by an aver¬ 
age of 7 cents per hundredweights For 
the months of September through De¬ 
cember 1957 (official notice is hereby 
taken of ofllcial price announcements 
by the market administrator for the 
months of November and December 
1957) the local plant price averaged 4.4 
cents less than the condensery price, a 
more usual relationship. 

Production of manufacturing grade 
milk in Detroit milkshed area is de¬ 
creasing at the same time that the 
volume of milk in the Detroit pool is 
increasing. A number of manufacturing 
plants have ceased operations. While 
this situation may in time affect the 
validity of prior conclusions with respect 
to the level of the local plant price such 
change is not evident on this record. 
Increased demand for pool milk for Class 
II use in nonpool plants was shown by 
an operator of nonpool plants in con¬ 
nection with a proposed modification of 
the provision for classification of pool 
milk moved to nonpool plants. 

It is concluded that no change In the 
provisions for pricing Class n milk 
should be made on the basis of this rec¬ 
ord other than to modify the list of 
named local plants to represent present 
operating conditions. 

The plants operated by the Borden 
Company at Perrinton. Michigan, and 
by the Pet Milk Company at Hudson, 
Michigan, which are two of the nine 
named local plants, have ceased opera¬ 
tions. The Grand Ledge Milk Company 
operations at Grand Ledge. Michigan, 
have been acquired by the Lansing Dairy 
Company, a cooperative association 
which also operates a Detroit pool plant 
and a distributing plant at Lansing. Cur¬ 
rent payments to farmers delivering milk 
at Grand Ledge may represent only par¬ 
tial returns for the milk with additional 
returns being received os patronage 
dividends. 

It is concluded that these three plants 
should be deleted from the list of named 
local plants. A Borden plant at Ml. 
Pleasant, Michigan, at which operations 
and pay prices have paralleled closely 
those of the Perrinton plant, should be 
added. The resulting seven plant list is 
representative of current manufacturing 
operations in the Detroit milkshed. 

2. Base rules . The provisions with re¬ 
spect to establishment of interim bases 
and payments to producers while estab¬ 
lishing such bases should not be modified 
on the basis of this record. Provision 
should be included for producers losing 
herds through brucellosis or tuberculosis 
to retain their bases for 12 months and 
for computation of bases for producers 
supplying distributing plants acquiring 
pool status. 

Each Detroit producer who delivers 
milk 122 days or more of the August 1- 
December 31 period each year establishes 
a base equal to his average deliveries dur¬ 
ing that period; such base is then used 


as a basis of payment for deliveries for 
the 12 month period beginning with the 
following February. A producer without 
an established base establishes an In¬ 
terim base by his deliveries during the 
first three full calendar months of hit 
deliveries. While establishing this to- 
tcrlm base he is paid the uniform or 
market average price for the base form¬ 
ing months of August through December 
and for other months the base price for 
a seasonally varied percentage of his 
monthly deliveries and the excess price 
for the remainder. The interim base to 
then established as the daily average of 
the quantities for which base price wo* 
to be paid except that the Interim base 
is computed on 80 percent of deliveries 
for August and September and 90 per¬ 
cent of deliveries for other base forming 
months. A producer with an established 
base may elect to relinquish his b use tad 
establish an interim base once each year. 
It was proposed that the period required 
for formation of interim bases be ex¬ 
tended to five months, that the percent¬ 
age of deliveries to be paid nt the base 
price and used In the computation of the 
interim base be reduced 5 or 10 polnU la 
all months other than April through 
July, and that payments at the uniform 
price in base forming months be elimi¬ 
nated. This proposal was made by the 
cooperative association represenung 
more than 80 percent of all producers 
supplying the market. 

It was not shown that the changes pro¬ 
posed would bring about a more even 
flow of milk to the market throughout 
the year. Effect on the total supply of 
the market rather than its seasonal dis¬ 
tribution appears to be the principal pur¬ 
pose of the proposal. It was argued that 
the present provisions are too attractive 
in fall months to new shippers and for 
old shippers to increase production id 
an already oversupplied market. 

In the Detroit market the average 
daily delivery per farm has someww 
less seasonal variation than formerly* m 
that a somewhat greater proporUrw o 
the yearly production is in fan 
winter months and somewhat less tn^ 
spring and early summer months. • 
siderably more noticable la 
stantly increasing production per x 
Since 1954 dally deliveries perjarai hart 
increased 21 percent. For *h«/*2* 
December period this increase has Dec 
25 percent. Such changes are not 
culiar to Detroit, but aro represents 
of trends in many markets. , {0 

The proposal is evidently 
make it less attractive for pr? rf n . llv . 
increase the average sire of 
erics. It is concluded that the P 
should not be adopted on the 
this record. . » 

The base rules should ^ 

producer losing the principal 
herd through brucellosis or 
may retain his base without vhg0 

year. Such a provision nowaPP . or 
a producer loses his barn throitf^ ^ 
windstorm. Loss of seventy P* a- 

the milking herd for which ^ 

sued under State or Federal au ^ 

presented represents a reasonable^ 
ard for operation of the pro\ si ^ for 
Provision should also sup- 

computation of bases for prod 
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plytn? distributing plants when such 
plinU first achieve pool plant status on 
the basis of deliveries to such plant 
during the preceding base making period. 
Tl* principal need shown for such a 
prorision was related to producers sup¬ 
plying plants that would be affected by 
proposals to increase the marketing 
area Other distributing plants may 
abo enter the market and achieve pool 
mttts. Producers supplying such plants 
in the preceding base forming months 
eridently supplied milk for Class I use 
it that time and if satisfactory evidence 
of their deliveries at that time can be 
famhhed .should have bases computed 
from inch deliveries. The provisions set 
forth above for new producers appear 
appropriate for producers delivering to 
plants which first qualify as supply 

plants. 

3. Supply-demand adjustment. Provi¬ 
sion for automatic adjustment of the 
KSMOallty of the normal percentages 
used in supply-demand adjustment of 
the Class I price should not be made on 
the beau of this record. 

The Class I price of the Detroit order 
h adjusted for the extent to which the 
arerage percentage that producer milk 
receipts were of Class I sales In the most 
recent two month period varies from the 
average of predetermined monthly "nor- 
®aT percentage relationships which 
vary seasonally. A handler proposed 
that the seasonal relationship of these 
•‘normal’ percentages be revised an- 
ftotlly to reflect the seasonal relatlon- 
«li» for the most recent 4 years. 

Producers opposed this proposal on the 
oasu that under the method of compu¬ 
tation proposed a reduction in the annual 
rtfel of the Class I price would result. 
W that proposals they had submitted to 
wcase this annual level were not in- 
in the notice of hearing. 

While it would be possible to reflect re- 
seasonality of supply-demand rela- 
uoaships automatically without affecting 
r* rC£UJtln * annual level of price, it does 
^appear that this record provides an 
•wQuate basis for such action. No 
seasonal maladjustment in the 
*^nt provision was shown. It Is con- 
change should be made 
the basis of this record. 

Jf; f 001 » lan * requirements. Pool plant 
^mremrnLj appUcahle to distributing 
modified to permit 
*“!* 1 mill fled in each of 
to 0f , Octobcr trough March 

for the months 

ttoTth. ^? h . ScplcInber u they main- 
££.££ ^ re<5ulml >oute dis- 

tnarke ‘ tln K area. The 
#t route JiL hteh a specifled Percentage 

lion for ‘luaUAca- 

Producer, . n ^ “* on, y receipts from 
fr °® *upply plants. 

toder present T^ Ufy “ a P 001 I*®* 

WnJT ordcr Provisions a dis¬ 
tortion of f ,U ^ have route Otetri- 
»rea of 60Q In the marketing 

to addition or c more I)cr d*y and 

!,i 8S re^irtit Ve 55 pcrcent °* more 
<4* or ont«2?% on rouU * cither in¬ 
ti* montta i m f kct ‘nR area for 
Ran or 4 i » September through Feb- 
Per . ccnt other months 


A handier proposed that the required 
proportion of fluid sales be 50 percent 
for the months of October through 
March and that no percentage apply for 
other months. The producers supplying 
this handler have a considerably wider 
seasonal variation in deliveries than the 
average of the market while the handler 
lias considerable seasonality in his Class 
I sales, due to school contacts. As a con¬ 
sequence. the handler has with difficulty 
maintained status in summer months 
while he has hod no problem in other 
months. As a result of this situation he 
can no longer take care of summer sur¬ 
pluses of small distributing plants in his 
section of the market. The manufactur¬ 
ing facilities of this handler provide the 
mast accessible surplus disposal outlet 
for these small plants. 

There was no opposition to some modi¬ 
fication of the provisions to meet this 
situation. The pool plant requirements 
for distributing plants serve, however, as 
a means of preventing plants which fail 
to qualify as supply plants from pooling 
their receipts on the basis of token route 
operations. For this reason require¬ 
ments applicable to summer months 
must be retained. They may be waived, 
however, with respect to plants which 
have qualified as distributing plants in 
each of the immediately preceding fall 
and winter months, and it is concluded 
that the order should so provide. The 
six-month period of required qualifica¬ 
tion for all plants should be changed to 
October through March. A review of 
the record indicates that this is now the 
consecutive six-month period with high¬ 
est percentage of Class I utilization for 
the market. The qualification percent¬ 
age for this period should continue to be 
55 percent of receipts. 

The volume of receipts from other 
plants used in the computation should be 
that from supply plants only. Such 
shipments form the basis upon which 
supply plants may qualify as pool plants. 
Movements from distributing plants on 
the other hand, have no bearing upon 
pool qualification or such plants. 

6. Pooling. Handier pooling should 
not replace market-wide pooling. A 
handler proposal to change pooling of 
producer returns from the present mar¬ 
ket-wide basis to an individual handler 
basis was not supported by the proponent 
but was supported by a producer on be- 
lialf of certain producers in a location 
near the market. It was contended that 
under handler pooling dealers would re¬ 
strict purchases from producers to a 
volume nearer to Class I needs and the 
producers supplying them would benefit 
by higher base blend prices. The pro¬ 
posal was not supported by producer 
organizations accepting responsibility for 
orderly marketing of the inspected milk 
supply of the market. The Detroit mar¬ 
ket supply is organised on the basis of 
market-wide pooling. This record pro¬ 
vides no basis for changing the type of 
pool. 

6. Transfers to nonpool plants. Milk 
transferred to nonpool plants is now 
allocated to the highest available use in 
the nonpool plant, except for the months 
of April. May. and June when It Is allo¬ 


cated to the lowest available use. The 
highest use allocation provision was 
adopted In 1855 to discourage the prac¬ 
tice of nonpool handlers with Class I dis¬ 
position from depending upon the 
Detroit pool to carry their daily and 
seasonal reserves. The exception for the 
flush production months recognizes that 
in these months there is little likelihood 
of a nonpool plant depending upon De¬ 
troit pool milk for bottling purposes. 

It was proposed that transfers to non¬ 
pool plants be so allocated as to give local 
dairy fanners* milk priority over Detroit 
pool milk transferred to the nonpool 
plant. The principal basis upon which 
any change was advocated however, was 
in connection with transfers to a manu¬ 
facturing plant with no bottled milk 
sales, but from which bulk milk is trans¬ 
ferred to a second nonpool plant for 
manufacture of cottage cheese. Tho 
second nonpool plant processes milk for 
fluid use. Under present order provi¬ 
sions the same allocation provisions ap¬ 
ply to the second movement as to tho 
original transfer. 

In the recommended decision it was 
proposed that the allocation provisions 
be changed with respect to further 
movements from certain types of nonpool 
plants under specifled circumstances. As 
a result of exceptions received the op¬ 
portunity under such provisions for non¬ 
pool handlers to again rely upon secu¬ 
ring reserve milk needed for their Class I 
business from the Detroit pool as Class 
n milk has been carefully reviewed. It 
is concluded that general application of 
the exceptions proposed for this single 
situation would be difficult of adminis¬ 
tration and could provide opportunity 
for widespread return to the situation 
which the present provisions were de¬ 
signed to correct. It is therefore con¬ 
cluded that no change should be made at 
this time in the provisions for classifica¬ 
tion of milk transferred to nonpool 
plants. 

7. Equivalent prices. An ••equivalent 
prices** provision should be incorporated 
in the order. Various price quotations 
have become unavailable with little, if 
any. advance notice. Plants used os 
sources of prices for computing basic 
formula prices and manufacturing milk 
prices have ceased operations. Provi¬ 
sions have been incorporated into orders 
to meet emergency situations in which 
particular price quotations necessary for 
price formulas or other provisions in the 
orders, may not be available to the mar¬ 
ket administrator. In such case, the 
Secretary would determine a price equiv¬ 
alent to the price quotation specified In 
the order. Some provision of this typo 
is necessary to meet emergency condi¬ 
tions since the mechanics involved would 
not permit sufficient time to consider 
and issue an order amendment The 
provision likewise will remove uncer¬ 
tainty as to the procedure to be followed 
in the absence of price quotations speci¬ 
fied In the order and thus will prevent 
unnecessary Interruption in the opera¬ 
tion of the order. 

8. Producer-handlers. The order 
presently defines a producer-handler as 
a handler who produces milk but receives 












3038 


PROPOSED RULE MAKING 


no milk from other producers, or from 
a cooperative association. Cooperative 
associations operate a number of pool 
plants in the Detroit market. Under 
the present provision a producer-handler 
may lose his status as a producer-han¬ 
dler by purchases from the pool plant of 
a cooperative association when a like 
purchase from a pool plant operated by 
a proprietary concern would not affect 
his status. There appears to be little 
reason for such distinction. It is con¬ 
cluded that the restriction should only 
apply to receipts from producers, and 
that provisions should be made to clas¬ 
sify any milk transferred from a pool 
plant to the plant of a producer-handler 
as Class I milk. Producer-handlers buy 
pool milk only for use in connection with 
their Class I business. 

Rulings on proposed findings and con- 
clusions . Briefs and proposed findings 
and conclusions were filed on behalf of 
certain interested parties In the market. 
These briefs, proposed findings and con¬ 
clusions and the evidence in the record 
were considered In making the findings 
and conclusions set forth above. To the 
extent that the suggested findings and 
conclusions filed by interested parties 
ere inconsistent with the findings and 
conclusions set forth herein, the requests 
to make such findings or reach such con¬ 
clusions arc denied for the reasons pre¬ 
viously stated In this decision. 

General findings. Thw* findings and 
determinations hereinafter set forth are 
supplementary and in addition to the 
findings and determinations previously 
made in connection with the issuance of 
the aforesaid ordey and of the previously 
issued amendments thereto; and all of 
said previous findings and determina¬ 
tions are hereby ratified and affirmed, 
except insofar as such findings and de¬ 
terminations may be in conflict with the 
findings and determinations set forth 
herein. 

<a> The tentative marketing agree¬ 
ment and the order, as hereby proposed 
to be amended, and all of the terms and 
conditions thereof, will tend to effectuate 
the declared policy of the act; 

<b> The parity prices of milk as de¬ 
termined pursuant to section 2 of the act 
ore not reasonable In view of the price 
of feeds, available supplies of feeds, and 
other economic conditions which affect 
market supply and demand for milk in 
the marketing area, and the minimum 
prices specified In the proposed market¬ 
ing agreement and the order, as hereby 
proposed to be amended, are such prices 
as will reflect the aforesaid factors, 
insure a sufficient quantity of pure and 
wholesome milk, and be in the public 
interest; and 

<c> The tentative marketing agree¬ 
ment and the order, as hereby proposed 
to be amended, will regulate the han¬ 
dling of milk in the same manner as. and 
will be applicable only to persons In the 
respective classes of industrial and com¬ 
mercial activity specified In, a marketing 
agreement upon which a hearing has 
been held. 

Rulings on exceptions. In arriving at 
the findings and conclusions, and the 
regulatory provisions of this decision, 
each of the exceptions received was care¬ 


fully and fully considered In conjunction 
with the record evidence pertaining 
thereto. To the extent that the findings 
and conclusions, and the regulatory pro¬ 
visions of this decision are at variance 
with any of the exceptions, such excep¬ 
tions ore hereby overruled for the reasons 
previously stated In this decision. 

Marketing agreement and order . 
Annexed hereto and made a part hereof 
ore two documents entitled, respectively, 
'•Marketing agreement regulating the 
handling of milk in the Detroit. Mich¬ 
igan. marketing area'*, and ‘Order 
amending the order regulating the han¬ 
dling of milk in the Detroit. Michigan, 
marketing area", which have been de¬ 
cided upon as the detailed and appropri¬ 
ate means of effectuating the foregoing 
conclusions. 

It is hereby ordered . That all of this 
decision, except the attached marketing 
agreement, be published in the Federal 
Register. The regulatory provisions of 
said marketing agreement are identical 
with those contained in the order os 
hereby proposed to be amended by the 
attached order which will be published 
with this decision. 

Determination of representative pe¬ 
riod. The month of February 1958 is 
hereby determined to be the representa¬ 
tive period for the purpose of ascertain¬ 
ing whether the issuance of the attached 
order amending the order regulating the 
handling of milk in the Detroit. Mich¬ 
igan. marketing area, is approved or 
favored by producers, as defined under 
the terms of the order as hereby pro¬ 
posed to be amended, and who. during 
such representative period, were engaged 
in the production of milk for sale within 
the aforesaid marketing area. 

Issued at Washington, D. C., this 1st 
day of May 1958. 

[seal] Don Paarlberc, 

Assistant Secretary . 

Order 1 Amending Order Regulating 

Handling of Milk in Detroit , Michigan, 

Marketing Area 

9 924.0 Findings and determinations. 
The findings and determinations here¬ 
inafter set forth are supplementary and 
in addition to the findings and deter¬ 
minations previously made in connection 
with the Issuance of the aforesaid order 
and of the previously Issued amendments 
thereto; and all of said previous findings 
and determinations are hereby ratified 
and affirmed, except insofar as such find¬ 
ings and determinations may be in con¬ 
flict with the findings and determinations 
set forth herein. 

<&> Findings upon the basis of the 
hearing record . Pursuant to the provi¬ 
sions of the Agricultural Marketing 
Agreement Act of 1937, as amended 
(7 U. S. C. 601 et seq.>. and the applicable 
rules of practice and procedure govern¬ 
ing the formulation of marketing agree¬ 
ments and marketing orders (7 CFR 
Part 900). a public hearing was held upon 


*Thl* order shall not become effectlre 
unless end until the requirements of I 900.14 
of the rules of practice and procedure gov¬ 
erning proceedings to formulate marketing 
agreements and marketing orders have been 
met. 


certain proposed amendment* to the 
tentative marketing agreement and to 
the order regulating the handling of 
milk in the Detroit. Michigan, marketing 
area. Upon the basis of the evidence 
Introduced at such hearing and the 
record thereof, it is found that; 

(1 > The said order as hereby amended, 
and all of the terms and conditions 
thereof, will tend to effectuate the de¬ 
clared policy of the act; 

(2) The parity prices of milk, as de¬ 
termined pursuant to section 2 of the 
act, are not reasonable in view of the 
price of feeds, available supplies of feeds, 
and other economic conditions which 
affect market supply and demand for 
milk In the said marketing area, and the 
minimum prices specified in the order ai 
hereby amended are such prices as will 
reflect the aforesaid factors, insure a 
sufficient quantity of pure and whole¬ 
some milk, and be in the public interest; 
and 

(3> The said order as hereby amended, 
regulates the handling of milk in the 
same manner as, and Is applicable only 
to persons in the respective clause; of in¬ 
dustrial or commercial activity specified 
in, a marketing agreement upon which i 
hearing has been held. 


Order relative to handling It is 
therefore ordered, that on and after the 
effective date hereof the handling of 
milk in the Detroit. Michigan, marketing 
area shall be in conformity to and In 
compliance with the terms and condi¬ 
tions of the aforesaid order, as hereby 
amended, and the aforesaid order i* 
hereby amended, as follows: 

1. Revise I 924.8 to read as follows: 

5 924.8 Producer-handler. "Pro¬ 
ducer-handler” means a person who is » 
handler and w ho produces milk, but re¬ 
ceives no milk from producers. 

2. Amend 5 924.16 (*> to read m fol* 
lows: 


fa> Any plant, hereinafter referred to 
os a “distributing plant" 

(1) In which milk is pasteurized or 
packaged for distribution in the market¬ 
ing area; 

(2) From which Class I milk i§ de¬ 
posed of on a route(8> in the marketing 

area: and A # 

(3) From which the total quantity of 

Class I milk distributed on all route* 
operated inside or outside the mar* 
ing area equals the percentage specw 
below of receipts from producer* 
from supply plants of milk approveo 
the appropriate health authority 
fluid use: . tht 

(i) 55 percent during any of* 
months of October through MMXtn, 

Ui) 45 percent during any « _ 
months of April through Septcmbe . 
cept that no such percentage 
ment shall apply during 5Uch 
with respect to any such pl ftl 
qualified as a distributing plan 
each of the Immediately prece^ 
months of October through Marcn. 

3. Add the following as 5 924.43 ,d) * 

fd) Skim milk and 
ferred from a pool plant to th 
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i prtx!uccr handler in the form of milk 
or &m milk shall be Class l utilisation. 

l to 1924 50 <c) revise the list of 
-aed plants to read as follows: 
prt^n t Operator and Location 

Men Cc . Mt Pleasant. Mich. 

OrMttGn Co.. Kbciidan. Mich. 

Co.. Sparta. Mich. 

jUnBOES Food! Oo.. Bud Axe. Mich. 

Unix Food*. Clare. Mich. 

Kraft P»d? Pinconning. Mich. 

Katie Co . Ub!y. Mich. 

5 Add the following as f 924 54: 

1924.54 Use of equivalent prices. If 
for any reason a price quotation required 
by this order for computing class prices 
«fur other purposes is not available in 
tfc* manner described, the market ad¬ 
ministrator shall use a price determined 
by the Secretary to be equivalent to the 
price which is required. 

1 Add the following as 5 924.70 (c): 

tel When a plant first becomes a pool 
pknt pursuant to §924.16 (a) bases for 
producers delivering to such plant may 
be established on the basis of deliveries 
c(milk to auch plant for the preceding 
Aspust-December period certified by 
Kbobsion of delivery receipts or other 
eridmee satisfactory to the market ad- 
nmiitmor. 

T. Amend 5 924.71 (c) to read as fol- 
btr 

*c> A producer who does not deliver 
to i to any handler for 45 consecutive 
forfeit his base, except the 
producers may retain their 
wswithout loss for twelve months: 

( 1> A producer who suffers the oora- 
of his barn as a result of fire 
"Windstorm; or 

2* A Producer for whom loss of sev- 
Ijroent or more of the milk herd 
rT “^cdlosls or bovine tuberculosis 
S inwn by evidence issued under State 

"Federal authority. 

*■ Doc. 58-3412; Filed. May 6. 1958: 

8:ftl a. m.] 


AgHcoIlural Research Service 
t 9 CFR Part 76 ] 

R0C SwiN * PhACITE AND OTHER 

vwjcrmcAULz Swing Diseases 

^®°o*rruruANc* or use or virulent 
virus 

hereby given in accordance 
IfoceSX \ * ** Administrative 
*au 1003) that.pur- 
3 cf thJ. pra ^8lons of sections 1 and 
«a*adM -SJ 1 * February 27 1903. as 
2 .2; S * c * 111 ***1 120). it is 
liQ Q»rovf-rf kmc ^ * °* regula- 

iwiue * ntcm<lte movement 

*! £•*£££:• ln 
oaSSt?^-* <d> <2> wouW ** 

The i»iS U m t f W i? Us ,nocul ®tIon method. 
«tt ta *u,r y ** Blvcn the simultane- 
aoc ^Ua a with anU-hog-cholera 


serum and modified live virus vaccine, 
prepared under license from the Secre¬ 
tary of Agriculture. The doses of serum 
and modified live virus vaccine admin¬ 
istered shall be in conformity with the 
amounts specified ln paragraph (f> of 
this section. 

2. Section 76.5 (f) would be amended 
to read: 

(f) The dosage of serum and modified 
live-virus vaccine used for the treatment 
of swine under the provisions of para¬ 
graph <d) of this section shall In no 
instance be less than that prescribed in 
subparagraphs <1) and (2) of this para¬ 
graph. 

(1) Dosage of anti-hog •cholera serum . 

note of 
serum (cubic 

Weight of swine (pounds): centimeters) 

20-40_ 30 

40-60... 90-40 

60-90. 40-80 

90-120- 60 60 

120-150_ 60-70 

160-180_ 70-80 

180 and over_ 80-100 

(2) Dosage of modified live-virus vac¬ 
cine with anti-hog-cholera serum. The 
dosage of modified live-virus vaccine 
shall be that recommended on the prod¬ 
uct label by the licensed manufacturer, 
supplemented with anti-hog-cholera 
serum in the amounts specified ln sub- 
paragraph (1) of this paragraph. 

The object of the proposed amendment 
U to discontinue the use of virulent virus 
in conjunction with antl-hog-cholcra 
serum as an alternative method of inocu¬ 
lating swine at public stockyards for 
the prevention of hog cholera, as a means 
of qualifying the swine for interstate 
shipment. 

Any person who wishes to submit writ¬ 
ten data, views, or arguments concerning 
the proposed amendment may do so by 
filing them with the Director, Animal 
Disease Eradication Division. Agricul¬ 
tural Research Service, United States 
Department of Agriculture, Washington 
25. D. C., within 30 days after publication 
of this notice in the Federal Register. 

Done at Washington, D. C., this 1st 
day of May 1958. 

[seal] M. R. Clarkson, 

Acting Administrator. 

Agricultural Research Service. 

IF. R. Doc. 58-9396; Filed. May 6. 1988; 
8:47 a m.| 


DEPARTMENT OF HEALTH, EDU¬ 
CATION, AND WELFARE 

Food and Drug Administration 
C 21 CFR Part 1 1 

E.NrORCEMENT OF FEDERAL FOOD, DRUG, 
and Cosmetic Act 

EXTENSION or TIME FOR FILING COMMENTS 
IN RE PROPOSAL TO EXEMPT CITRUS FRUIT 
BEARING CHEMICAL PRESERVATIVE FROM 
LABELING REQUIREMENTS 

By a notice published in the Federal 
Register of April 4. 1958 (23 F. R. 2231). 


a period of 30 days was allowed for in¬ 
terested persons to submit evidence and 
comments In the above-entitled matter. 

The Commissioner of Food and Drugs 
has received requests for an extension 
of time for filing comments in the above- 
entitled matter: and good reason there¬ 
for appearing: It is ordered , That the 
time for filing comments be extended 
until September 1, 1958. This Action is 
taken pursuant to the provisions of the 
Federal Food, Drug, and Cosmetic Act 
(sec. 701. 52 Stat. 1055, as amended 70 
Stat. 919: 21 U. S. C. 371), which au¬ 
thority was delegated to the Com¬ 
missioner by the Secretary of Health, 
Education, and Welfare (22 F. IL 1045), 

Dated: May 1. 1958. 

fsEALl Geo. P. Larrick, 

Commissioner of Food and Drugs . 

|P R. Doc. 6* 3400: Filed, May 6. 1968; 

8:50 a. m j 


[ 21 CFR Part 1201 

Tolerances and Exemptions From Tol¬ 
erances roR Pesticide Chemicals in 
or on Raw Agricultural Commodities 

NOTICE or FILING OF PETITION FOR ESTAB¬ 
LISHMENT OF TOLERANCES FOR RESIDUES 
OF 2- (I-METHYLHEPTYL)-4,6-DINITRO- 
FHENYL CROTONATE 

Pursuant to the provisions of the Fed¬ 
eral Food. Drug, and Cosmetic Act (sec. 
403 <d> U>. 68 Stat. 512; 21 U. 8. C. 346a 
(d) (1)). the following notice is Issued: 

A petition has been filed by Rohm and 
Haas Company, 222 West Washington 
Square. Philadelphia 5, Pennsylvania, 
proposing the establishment of toler¬ 
ances of 2 parts per million for residues 
of 2-(l-mcthylhcptyl) -4.6-dinltrophcnyl 
crotonatc in or on the following row 
agricultural commodities: Apples, apri¬ 
cots, beans (dry form), beans (succu¬ 
lent form), blackberries, blueberries 
(huckleberries), boysenberries, canta¬ 
loups. cherries, crabapples. cucumbers, 
currants, dewberries. gooseberries, 
grapes, honeydew melons, loganberries, 
muskmelons. nectarines, peaches, pears, 
peas (dry form), peas (succulent form), 
plums (fresh prunes), pumpkins, 
quinces, raspberries, soybeans (dry 
form), soybeans (succulent form), 
strawberries, summer squash, water¬ 
melons. winter squash. 

The analytical method proposed in 
the petition for determining residues of 
2-(i-metbylheptyl) -4.6 - dinitrophcnyl 
crotonate is that published In Agricul¬ 
ture and Food Chemistry, Vhlume 5, No. 
12, page 914 (December 1957), 

Dated: April 30. 1958. 

[seal! Robert 8. Roe, 

Director , Bureau of Biological 
and Physical Sciences. 

IF. ft. Doc. 58-3408: Filed, Mny 6, 1958; 

8 50 a. m | 
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DEPARTMENT OF THE TREASURY 

Bureau of Customs 

|T.D. 54581J 

Coal, Cork, and Briquettes Imported 
From Certain Countries 

TAXABLE STATUS 

May 1. 1958. 

Coal, coke made from coal, and coal or 
coke briquettes Imported from the fol¬ 
lowing countries and entered for con¬ 
sumption or withdrawn from warehouse 
for consumption during the period from 
January 1 to December 31, 1958. inclu¬ 
sive, will not be subject to the tax of 10 
cents per 100 pounds prescribed in sec¬ 
tion 4531, Internal Revenue Code of 
1954: 

Canada. 

Japan. 

United Kingdom. 

Wwt Germany. 

Certain countries from which there 
have been no Importations of coal or 
allied fuels since January 1, 1956, are 
not Included in the above list Further 
information concerning the taxable sta¬ 
tus of coal or allied fuels imported during 
the calendar year 1958 from countries 
not listed above will be furnished upon 
application therefor to the Bureau. 

[SEALl C. A. Emerick. 

Acting Commissioner of Customs. 

[P. R. Doc. 58-3404; Piled. May 6. 1958; 

8:49 a. m | 


DEPARTMENT OF DEFENSE 

Office of the Secretary of Defense 

Assistant Secretary or Defxn.se (Prop¬ 
erties AND INSTALLATIONS) AND MILI¬ 
TARY Departments 

DELEGATIONS Or AUTHORITY WITH RESPECT 
TO MAKING OF TAX DETERMINATIONS ON 
WHERRY HOUSING PROJECTS; CORRECTION 

Wherever the reference to Public Law 
85-1020 appeared in F. R. document 58- 
3180. published at 23 F. R. 2872. it is 
corrected to read Public Law 84-1020. 

Maurice W. Roche, 
Administrative Secretary , 
Office of the Secretary of Defense. 

tP. R. Doc. 55 3406; Filed, May 6, 1958; 
8:49 a. m ) 


FEDERAL POWER COMMISSION 

(Docket No. 9520 etc.J 
Gulf Oil Corp. et al 

NOTICE or CONSOLIDATION Or PROCEEDINGS 
AND DATE OF HERRINQ 

April 28,1958. 

In the matters of Gulf Oil Corporation* 
Docket Nos. G-9520, 0-11106. 0-11335, 
0-11442, 0-11443, G-11444, 0-11847, 
0-12315, 0-12634, 0-12955, 0-12956, 
0-13495. 0-13518. 0-13519, 0-13526, 
0-13581. 0-13772, G-13841, G-13983, 


NOTICES 


0-13984. 0-14092, 0-14262. G-14410. 
0-14416; Gulf Oil Corporation ‘Opera¬ 
tor), et al.. Docket Nos. G-11851, G- 
13100, G-13494. 

The above proceedings relate to pro¬ 
posed changes in rates which heretofore 
have been suspended by order of the 
Commission, with the provision that a 
public hearing will be held thereon at a 
date to be fixed by notice from the Sec¬ 
retary. 

Take notice that the said related pro¬ 
ceedings will be heard on a consolidated 
record to the end that they may be dis¬ 
posed of as promptly as possible. 

Take further notice that pursuant to 
the prior orders of the Commission in 
each of the above proceedings and the 
Natural Gas Act, particularly sections 
4 and 15 thereof, and the Commission's 
rules of practice and procedure, a public 
hearing will be held commencing on July 
7, 1958, at 10:00 a. m* c. d. s. t.. in a 
Hearing Room of the Federal Power 
Commission. 441 O Street NW., Wash¬ 
ington, D. C.. concerning the matters 
and issues involved in these consolidated 
proceedings. 

Interested State commissions may 
participate as provided by $ 1.8 and 1.37 
<f) of the Commis sion' s rules of practice 
and procedure (18 CFR 1.8 and 1.37 (f)). 

I seal] Joseph H. Outride. 

Secretary. 

[F. R. Doc. 58-3390; Filed, Mny 6. 1958; 

8:46 a. n&.J 


[Project No. 51 
Montana Power Co. 

NOTICE or POSTPONEMENT Or HEARING 

April 30,1958. 

' Upon consideration of the telegraphic 
request filed April 24, 1958, as supple¬ 
mented by letter of .April 25, 1958, on 
behalf of The Montana Power Company 
for postponement of the hearing now 
scheduled for May 20, 1968 in the above- 
designated matter; 

Notice is hereby given that the hearing 
in this matter is postponed to commence 
at 10:00 a. m . e. d. a. t. June 24. 1958, in 
a Hearing Room of the Federal Power 
Commission, 441 O. Street NW.. Wash¬ 
ington. D. C. 

I seal] Joseph H. Outride, 

Secretary. 

(P. R. Doc. 58-3391; Filed. May 6. 1958; 

8:46 sl m.J 


[Docket No. 0-15007J 
Texas Co. 

ORDER FOR HEARING AND SUSPENDING 
PROPOSED CHANGE IN RATES 


schedule for sales of natural gas subject 
to the jurisdiction of the Commission. 
The proposed change, which constitutes 
an Increased rate and charge, ts con- 
tained in the following designated filings: 

Description: (1) Supplemental Agreement,• 
dated March 24. 1958. (2) Notice of Change, 
undated. 

Purchaser: United Go* Pipe Line Company, 

Rate schedule deals nation: <1) Supple¬ 
ment No. 6 to Texas’ FPC Oos Rate Schedule 
No. 124. (2) Supplement No. 6 to Tfexu' 

FPC Goa Rate Schedule No. 124. 

Effective Date: May 3. 1958 (effective <UW 
Is the first day alter expiration of the re¬ 
quired thirty days’ notice). 


In support of the proposed renego¬ 
tiated rate increase, Texas states that 
the new rate was negotiated after bona 
fide arm’s-length bargaining, the exten¬ 
sion of the term from 1960 to 1978 in¬ 
creases the total cash operating cost of 
the seller in proportion to the extended 
life of the field operations and therefore 
decreases its net income from a given 
quantity of gas reserves, c a uses addi¬ 
tional cost to the seller because of inter¬ 
est lost on the deferred income, and the 
price Increase only partially compensate* 
the seller for these and other Increasing 
costs. Texas also states that its cost* 
have been and are increasing as evi¬ 
denced by 6 percent wage increases May 
1. 1957. and steel price increases of 3 
percent and 5,3 percent in 1957. 

The increased rate and charge so pro¬ 
posed has not been shown to be Justified, 
and may be unjust, unreasonable, unduly 
discriminatory, or preferential, or other¬ 
wise unlawful. 

The Commission finds: It is necessary 
and proper, in the public Interest and to 
aid in the enforcement of the provisions 
of the Natural Gas Act that the Com¬ 
mission enter upon a,hearing concerning 
the lawfulness of the said proposed 
change, and that Supplement Nos. 5 and 
6 to Texas’ FPC Oas Rate Schedule No. 
124 be suspended and the use thereof 
deferred as hereinafter ordered. 

The Commission orders: 

(A) Pursuant to the authority of the 
Natural Oas Act, particularly sections* 
and 15 thereof, the Commission’s ruJ» 
of practice and procedure, and the reg¬ 
ulations under the Natural Cos Act g 
CFR Ch. I). a public hearing be 
upon a dAte to be fixed by notice from 
the Secretary concerning the lawfuiw®* 
of the proposed increased rate and cna 
contained in Supplement Nos. 5 ana o 
Texas’ FPC Oas Rate Schedule No. u 

(B) Pending such hearing a™ ex¬ 
cision thereon, said supplements oe 
they are each hereby suspended an 
use thereof deferred until Odow 
1958, and unUl such further time as 
are made effective in the manner p* 
scribed by the Natural Oas Act. 

(C) Neither the supplements; nex 
suspended, nor the rate schedule so 


May 1. 1958. 

The Texas Company CTexas) on April 
2, 1958, tendered for filing a proposed 
change in its presently effective rate 


Parties to Increase of *** r * ft| u «S 
cants at 16 7 pals to incr*** 

a. (Tax relmburwmcnt al 
usuremeut provision*, etc., ai*v 
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lo be altered thereby, shall be changed 
until this proceeding has been disposed 
of or until the periods of suspension have 
fiptrcd. unless otherwise ordered by the 

ciunissiou. 

Interested State commissions may 
participate as provided by £3 1.8 and 1.37 
if* of the Commission’s rules of practice 
indprocedure (18CFR 1.8 and 1.37 (f)). 

By the Commission* 

[sail Joseph H. Gutride. 

Secretary. 

IF. R. Doc. 54-3403; Plied. May 0. 1938; 
8:48 a m | 


SECURITIES AND EXCHANGE 
COMMISSION 

lFlit No. 812-1145] 

National Department Stores Coup. 
»ona or and order for hearing on ap- 

fUaTlON FOR ORDER DECLARING THAT 
COMPANY IS NOT AN INVESTMENT coM- 
ttsr 

April 30. 1958. 

Notice is hereby given that National 
Department Stores Corporation (”Na- 
tao*T> has filed an application and an 
•mendmtnt thereto, pursuant to sectiou 
3 (2) of the Investment Company 

Act of 1940 ("act”). for an order dcclar- 
fflf it to be engaged primarily in a busi- 
^ or businesses other than that of 
averting, reinvesting, owning, holding, 
or trading in securities. 

toUonal was organized under the laws 
« Delaware in 1935 as a successor in 
™*ruptcy reorganisation to National 
u2 i r nt Storcs ' Inc. Until 1955 Na- 
and its predecessor had operated 
in the retail store field through 
7L majorit y owned subsidiaries. 
ha 5 outstanding 600.000 shares 
Rtoc,c * It* only class of secu- 
registered on the New York 
At January 31. 1958 
uinn 0 a cons oDdated assets estimated 
$23,225,000. 

I an<11055 Sou th American Oold 
J? 1 “* Company (“South Ameri- 
tbrouih corporation, acquired 

J* owned subsidiary 143.- 
Natl °nal* then outstanding 
common .lock. The 
recitea that South American 
*«■«* in the so-caUed cx- 
«*^^L trles deluding the explora- 
* ll «ii'ari« t,tn . cnt 6X1(1 °PCration through 
mineral, oil. and other 
Properties. In a Memo- 

Ct ttber 3 la-#?? and 0rt * er Issued De- 
Rtlem. »j n ,,'^vestment Company Act 
c k*^ifJL 4 if2 ) A thte Com mlssion de- 
ta » b-uin.t? }? American was engaged 
that oTon t ° businesses other than 
•Ppllcation Mnt C # to .t nt . ooioimny. The 
Sajth AmJ J ^ ***** ibe nature of 
BtUiod business and its 

chaL^,° tlon -'! has not *ubstan- 
QPtalon atuTc4jj£ e the Usuancc or that 

{jSfSSl ^..f^ulsition Of the Na- 
to **>« ■ft'fai? American, as recited 
^tementforM:,? csl * natcd a »*ew 

®*^5«ncnt tStESSP* 1 and 1110 ***** 

1811 the a P ro «ram look- 

<“»Po»ltlon of National s 


store properties and in February 1957 
National’s stockholders adopted a resolu¬ 
tion authorizing such program. At that 
time National's stockholders were ad¬ 
vised that the future business of the 
corporation was being given considera¬ 
tion. Pending determination of this 
question National used some of the pro¬ 
ceeds from the sale of store properties 
and funds not required in its retail 
operations to acquire securities not 
limited to the retail stores industry. 
With the exceptions noted below, all such 
securities were disposed of by April. 1957. 

In June 1955 National commenced ac¬ 
quiring shares of stock of Placer Develop¬ 
ment. Limited ("Placer”), a Canadian 
corporation, and as of March 25. 1958 it 
had acquired 745.965 shares of such stock 
(approximately 29 percent! at a cost of 
$8,957,986. At the present time Na¬ 
tional’s portfolio consists only of secu¬ 
rities of Us retail stores and related 
subsidiaries, stock of Placer, and an in¬ 
vestment of approximately $300,000 in 
International Packers. Limited (a meat 
packing company). 

Placer was Incorporated in Canada in 
1926 for the purpose of developing gold 
placer and other mining properties in 
various parts of the world. Through 
subsidiaries and associated companies, it 
is engaged in the production of gold. lead, 
and zinc concentrates, tungsten, coal, oil 
and gas. National states that, instead 
of purchasing outright another company 
or business, it has decided to enter the 
business of Placer by acquiring a con¬ 
trolling interest therein, and that at the 
present time it is still engaged in the 
process of so doing. This decision was 
motivated in part because Placer, like 
South American which controls National, 
is engaged in the extractive industries 
and National has available expert advice 
in this field through South American. 
National is Placer’s largest single stock¬ 
holder and has two representatives on 
its eight man Board of Directors, who. 
it is stated, are consulted and make fre¬ 
quent suggestions with respect to Placer’s 
policies, management and operations. 
Because of its large stockholdings. Na¬ 
tional believes that it has the*power to 
exercise a controlling influence over the 
management and policies of Placer. 

It is asserted that National presently 
has two major activities, the first being 
the operation of its remaining store 
properties, and the second being its ac¬ 
tivities in connection with its interest in 
PIncer. 

In its store operations. National owns 
100 percent of the stock of corporations 
which own and operate two department 
stores in Pittsburgh, Pennsylvania, and 
one department store company in Cleve¬ 
land. Ohio, and which own related real 
estate and warehouses and render man¬ 
agement and jobbing services to the re¬ 
tail stores. As of January 31, 1958, 
National’s assets, related to this aspect 
of its business, exclusive of cash, were 
carried on its consolidated balance sheet 
in a gross amount of $13,383,000 and a 
net amount, after deducting the related 
liabilities, of approximately $9,320,000. 
For the year ended January 31, 1958, re¬ 
tail operations produced net sales of 
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$37,165,000 and a net loss estimated at 
approximately $655,000. 

National’s investment in the stock of 
Placer had a market value as of March 
31, 1958 of approximately $7,700,000. 
For the year ended January 31. 1958, It 
received dividends on such holdings of 
$467,842. 

National expects to submit for ap¬ 
proval of its stockholders at a meeting 
to be held on June 5. 1958 proposals (li 
that its name be changed to “Interna¬ 
tional Mining Corporation” to reflect 
National’s decision to withdraw from the 
retail field and to concentrate on busi¬ 
ness activities in the field of natural 
resources extractive industries, and (2) 
that its corporate powers be enlarged to 
permit it to engage directly (as well as 
through subsidiaries and controlled com¬ 
panies) In the latter field. 

National contends that it is primarily 
engaged (1) in the retail store business, 
or (2) in the business of extractive in¬ 
dustries. and (3> that it is not primarily 
engaged in the business of an investment 
company. 

Section 3 (a) (3) of the act defines an 
investment company as one which is 
engaged or proposes to engage in the 
business of investing, reinvesting, own¬ 
ing. holding, or trading in securities, and 
owns or proposes to acquire investment 
securities having a value exceeding 40 
percent of the value of the company's 
total assets (exclusive of Government 
securities and cosh items) on an un¬ 
consolidated basis. For purposes of this 
section, ’’investment securities” are de¬ 
fined as including all securities except 
Government securities, securities Issued 
by employees’ securities companies and 
securities issued by majority-owned sub¬ 
sidiaries which are not investment 
companies. 

Section 3 (b> (2) of the act provides, 
that, notwithstanding section 3 (a) (3). 
the term ’’investment company” does not 
include a person whom the Commission 
upon application finds and by order 
declares to be primarily engaged in a 
business or businesses other than that 
of investing, reinvesting, owning, hold¬ 
ing or trading in securities either directly 
or through majority-owned subsidiaries 
or through controlled companies con¬ 
ducting similar types of businesses. 

The application states that National’s 
purchases of Placer stock are continuing 
and are intended to continue to the ex¬ 
tent that funds are available and shares 
can be purchased at satisfactory prices. 
It will require, however, an unpredic¬ 
table period of time before Placer, by 
reason of any such acquisitions, would 
become a majority-owned subsidiary of 
National. It is therefore assumed, and 
conceded by National, that it owns or 
proposes to acquire investment secu¬ 
rities having a value exceeding 40 per¬ 
cent of the value of its total assets 
(exclusive of Government securities and 
cash items) within the meaning of sec¬ 
tion 3 (a) (3) of the act. 

It appearing to the Commission that It 
is appropriate in the public interest and 
in the interest of investors that a hear¬ 
ing be held with respect to the applica¬ 
tion pursuant to section 3 (b) (2); 
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NOTICES 


It Is ordered. Pursuant to section 40 
(a) of the act, that a hearing on the 
aforesaid application under the applica¬ 
ble provisions of the act and of the rules 
of the Commission thereunder be held on 
the 17th day of June 1958. at 10:00 a. m.. 
in the offices of the Securities and Ex¬ 
change Commission, 425 Second Street 
NW.. Washington 25, D. C. At such time 
the Hearing Room Clerk will advise as 
to the room in which such hearing will 
be held. Any person desiring to be heard 
or otherwise wishing to participate In 
the proceedings Is directed to Hie with 
the Secretary of the Commission his ap¬ 
plication as provided by Rule XVII of 
the Commission’s rules of practice, on 
or before the date provided in that Rule 
setting forth any issues of law or fact 
which he desires to controvert or any 
additional Issues which he deems raised 
by this notice and order or by such 
application. 

It is further ordered. That William W. 
Swift, or any officer or officers of the 
Commission, designated by it for that 
purpose, shall preside at said hearing. 
The officer so designated is hereby au¬ 
thorized to exercise all the powers 
granted to the Commission under sec¬ 
tions 41 and 42 (b) of the Investment 
Company Act of 1940 and to a hearing 
officer under the Commission’s rules of 
practice. 

The Division of Corporate Regulation 
having advised the Commission that it 
has made a preliminary examination of 
the application, and that upon the basis 
thereof the following matters and ques¬ 
tions are presented for consideration, 
without prejudice to its specifying addi¬ 
tional matters and questions upon fur¬ 
ther examination: 

Cl) Whether National is an invest¬ 
ment company within the definition of 
section 3 (a) (3) of the act; 

(2> Whether National is primarily en¬ 
gaged in the business of extracting nat¬ 
ural resources through its ownership of 
29 percent of the voting stock of Placer; 

(3) Whether National is primarily en¬ 
gaged In the retail store business through 
Its wholly-owned subsidiaries. 

It is further ordered .That at the afore¬ 
said hearing attention be given to the 
foregoing matters and questions. 

It is further ordered . That the Secre¬ 
tary of the Commission shall give notice 
of the aforesaid hearing by moiling a 
copy of this notice and order by regis¬ 
tered mall to National; that National 
shall cause a copy of this notice to be 
moiled to its stockholders at their lost 
known address on or before May 9. 1958; 
and that notice to all other persons be 
given by publication of this notice and 
order in the Federal Register and that 
a general release of this Commission in 
respect of this notice and order be dis¬ 
tributed to the press and mailed to the 
mailing list for releases. 

By the Commission. 

(seal! Oryal L. DuBozs, 

Secretary. 

|P. R, Doc. 58*8393: filed. May 6, 1958; 

8:98 a. m.j 


INTERSTATE COMMERCE 
COMMISSION 

(Notice 341 

Motor Carrier Alternate Route 
Deviation Notices 

Mat 2.1958. 

The following letter-notices of pro¬ 
posals to operate over deviation routes 
for operating convenience only with no 
service at intermediate points have been 
filed with the Interstate Commerce Com¬ 
mission, under the Commission’s Devia¬ 
tion Rules Revised, 1957 (49 CFR 211.1 
(c) (8) > and notice thereof to all Inter¬ 
ested persons is hereby given as provided 
in such rules (49 CFR 211.1 (d) (4> >. 

Protests against the use of any pro¬ 
posed deviation route herein described 
may be filed with the Interstate Com¬ 
merce Commission In the manner and 
form provided in such rules (49 CFR 
211.1 <e>) at any time but will not op¬ 
erate to stay commencement of the pro¬ 
posed operation unless filed within 30 
days from the date of publication. 

Successively filed letter-notices of the 
same carrier under the Commission’s 
Deviation Rules Revised, 1957, will be 
numbered consecutively for convenience 
in identification and protests if any 
should refer to such lcttcr-notlccs by 
number. 

MOTOR CARRIERS OF PROPERTY 

No. MC-30204 (Deviation No. 1). 
HEMINGWAY BROTHERS INTER¬ 
STATE TRUCKINQ COMPANY, 438 
Dartmouth Street. New Bedford. Mass., 
filed April 28, 1958. Carrier proposes to 
operate as a common carrier by motor 
vehicle of general commodities , with cer¬ 
tain exceptions, over a deviation route, 
between the Eastern Terminus of the 
Connecticut Turnpike at KUlinaly, 
Conn., and the Western Terminus of the 
said Turnpike at the Connecticut-New 
York State line as follows; From the 
Eastern Terminus of the Connecticut 
Turnpike over the Connecticut Turnpike 
and access, routes to the Western 
Terminus of the said Turnpike and re¬ 
turn over the same route, for operating 
convenience only, serving no inter¬ 
mediate points. The notice indicates 
that the carrier is presently authorised 
to transport the same commodities over 
the following pertinent routes: Between 
New Haven, Conn., and New London, 
Conn., as follow's: From New Haven. 
Conn., over U. S. Highway 1 to New Lon¬ 
don. Conn.; between Providence, R. I., 
and New London. Conn., os,follows: Prom 
Providence, R. I.. over U. S. Highway 6 
to junction Rhode Island Highway 102, 
thence over Rhode Island Highway 102 to 
junction Rhode Island Highway 14. 
thence over Rhode Island Highway 14 to 
the Rhode lsland-Connecticut State line, 
thence over Connecticut Highway 14 to 
Central Village. Conn., thence north over 
Connecticut Highway 12 to Junction Con¬ 
necticut Highway 205. thence over 
Connecticut Highway 205 to Wauregan. 
Conn., thence return over Connecticut 
Highway 205 to Junction Connecticut 
Highway 12. thence over Connecticut 
Highway 12 via Plainfield, Conn., to 


junction U. S. Highway 1. thence over 
U. S. Highway l to Junction Alternate 
U. S. Highway 1. thence over Alternate 
U. 8. Highway 1 to New London. Conn.; 
between Providence, R. I., and North 
Grosvenordale, Conn., as foltov^: prom 
Providence over U. S. Highway 0 to 
Danielson. Conn., thence over Connect¬ 
icut Highway 12 to North Grosvenordale; 
between Boston, Mass., and New York, 
N. Y.. as follows: From Boston. Mns^, 
over D. 8. Highway 1 to Providence, R. L, 
thence over Rhode Island Highway 3 to 
Hopkinten. R. J„ thence over Rhode Is¬ 
land Highway 84 to the Rhode Island- 
Connecticut State line, thence over U. S. 
Highway 1 to New York, N. Y. 

No. MC-67640 (8ub No 2). (Deviation 
No. 1). HALL'S MOTOR TRANSIT 
COMPANY. Fifth and Vine Streets, P. O. 
Box 738. Sunbury, Pa., filed April 2$, 
1958. Carrier proposes to operate as a 
common carrier , by motor vehicle, of 
general commodities , with certain ex¬ 
ceptions, over a deviation route, between 
Auburn Comers. Ohio, and Cleveland, 
Ohio, as follows: From Junction of U. S. 
Highway 422 and Ohio Highway 44 at 
Auburn Corners over Ohio Highway 44 
to junction Ohio Highways 44 and 82 at 
Mantua. Ohio, thence over Ohio High¬ 
way 82 to Cleveland and return over the 
same route, for operating convenience 
only, serving no Intermediate points. 
The notice indicates that the carrier ia 
presently authorised to transport the 
same commodities between Auburn 
Corners, Ohio, and Cleveland, Ohio, over 
the following pertinent route: From 
Auburn Comers over U. S. Highway 423 
to Chagrin Falls. Ohio, and thence over 
unnumbered highway to Cleveland. 

No. MC-109834 (Sub No. 3>, (Deviation 
No. 1). NOVICK TRANSFER CO.. INC, 
700 North Cameron Street, Winchester. 


Va„ filed April 23, 1958. Carrier pro¬ 
poses to operate as a common carrier tJ 
motor vehicle, of general commodity 
with certain exceptions, over a deviation 
route, between Winchester. Va.. ana 
Waynesboro. Va . as follows: From Win¬ 
chester over U. S. Highway 340 to 
Waynesboro and return over the mas 
route, for operating convenience amy. 
serving no intermediate points. sn 
notice Indicates that the carrier » pro- 
cntly authorized to transport the sam 
commodity between Winchester, \s. j“* 
Waynesboro. Va.. over the 
pertinent route: From Winchester or 
U. 8. Highway 11 to Staunton, va. 
thence over U. 8. Highway M w 




MOTOR CAR OXERS OF PASSENGERS 
No. MC-1508 (Deviation V* 

RICHMOND-GREYHOUND hi**” 

NC., Transportation Budding. Broao 
efferson, Richmond 20. Va. died ap 
3. 1958. Carrier proposes to opcni£ 
common carrier by motor 
passengers over a deviation 
ween Richmond. Va.. and F* 1 ^ 

fa., as follows: From Richmond om ^ 
tlchmond-Petersburg Turn f Vl . 
Petersburg and return over p oa iy, 
oute. for operating convent 
erring no Intermediate nrtsevtiS 

ice indicates that the carrier is pi*** 
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mifcarbed to transport passengers be¬ 
tter \ Richmond. Va,. and Petersburg, 
Yi.ovrr U S. Highway 1. 

By the commission. 

istill Harold D. McCoy. 

Secretary. 

[7 R. Doc S8-33W: Filed, May 5. 1058; 
8:47 A. m.| 


(Notice 215) 

Motor Carrier Applications 

May 2. 1958. 

The following applications are gov- 
eraed by the Interstate Commerce Com- 
missions special rules governing notice 
of feline of applications by motor car¬ 
ries of property or passengers and by 
under sections 206, 209, and 211 
of the Interstate Commerce Act and cer¬ 
tain other procedural matters with re¬ 
ject thereto (49 CFR 1.241). 

An hearings will be called at 9:30 
o'clock a. m.. United States standard 
time (or 9:30 o’clock a. m.. local day- 
Wrt laving time), unless otherwise 
ipedfeed. 

AmicAnoKs Assigned roa Oral Hearing 
ot Pre-Hearing Conference 

Kotor carriers op property 

Ko.MC 151 <Sub No. 10>, filed April 
?J 958 A PP u cant: LOVELACE TRUCK 
SERVICE, inc.. 425 North Second 
amt, Terre Haute. Ind. Applicant’s 
55™**- B ’ w ** Tourette. Jr.. Suite 
loo Boatmen's Bank Building. St. Louis 
L Mo. Authority sought to operate as a 
carrier , by motor vehicle, 
^aportinir General commodities . ex- 
those of unusual value. Class A and 
ttptaaives, household goods as defined 
baft* . Comm i«ion, commodities in 
Jrr. ind those requiring special equip- 
tu, serving the site of the Chrysler 
^nrntion, Plymouth Division Plant, 
Va]i«Ti£ n «. U S Highway 66 at or near 
Mo " 83 an off-route point in 
reftii.r ° n applicant’s authorized 
°l >cr ations. Applicant is 
fioii 10 condu ct operations in IUi- 
and Missouri. 

«0tof^Ku°o M£iy 22 ‘ 1958 * at the Mis- 
c Service Commission. Jeffer- 

Ka Mr M ^ foreJolnlBoard No. l79 ' 
!4 lj5 2239 ( Sub No. 8), filed April 
MA CK’S TRANS- 
Sir*. INC • 1215 North 17th 

etnt', S?* 1908 Lincol «. Nebr. Appli- 

2001 uii.%cha^ff J,i r k a Turney ‘ Jr - 
^tonT? « te Avenue NW.. Wash¬ 
out* m « C ‘ Authority sought to 
bfcicie otJt , cowm < m carrier, by motor 
Hot Jrroutes, transport- 
/.e,betw n ^Kkaway serv- 
m KebJSS : Missouri and points 
eocdmrt Applicant Is authorized to 
Indiana 0ns ln Idah0 - niinou. 
SoqUi DakotaMontana. Nebraska, 
* ' u * and Wyoming. 

***m^J2? rmt * Xc '«* *0 M not 
Hr*r>r ^ hWny# l * or Kan**. 

s4ie JU ^„ 3 ' 1958 - « the 
^tol BuUdirw Commission. 

8 *fd So ^o ^' Uncoln ' ^lore Joint 


No. MC 2962 <8ub No. 20'. filed April 
10. 1958. Applicant: A. It H. TRUCK 
LINE. INC.. 1277 Maxwell Avenue. 
Evansville. Ind. Applicant’s attorney: 
Howell Ellis, 520 Illinois Building, In¬ 
dianapolis. Ind. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Paints . varnishes . lacquers, syn¬ 
thetic resin solutions . oils compounded . 
thinning compounds and lacguer and 
varnish solvents, in bulk, in tank ve¬ 
hicles, from Indianapolis. Ind., to points 
in Alabama. Arkansas. Colorado. Flor¬ 
ida. Georgia. Illinois, Kentucky, Iowa, 
Kansas. Louisiana, Michigan. Minnesota, 
Mississippi. Missouri, Nebraska, New 
York. North Carolina. Ohio, Oklahoma, 
Pennsylvania. South Carolina, Tennes¬ 
see. Texas, Virginia. West Virginia, and 
Wisconsin, and empty containers or other 
such incidental facilities used in trans¬ 
porting the above-specified commodities, 
on return. Applicant is authorized to 
conduct operations in Indiana, Kentucky, 
Ohio. Tennessee. Illinois. Missouri. Ala¬ 
bama, Arkansas. Colorado, Florida. 
Georgia. Kansas. Louisiana. Mississippi. 
Nebraska. New York, North Carolina, 
Oklahoma. South Carolina, Texas, and 
Virginia. 

HEARING: July 1. 1958. at the U. S. 
Court Rooms. Indianapolis, Ind., before 
Examiner Reece Harrison. 

No. MC 21623 (Sub No. 79). filed March 
27. 1958. Applicant: W. J. DILLNER 
TRANSFER CO., a corporation, 601 Mel- 
wood Street, Pittsburgh 13. Pa. Appli¬ 
cant’s attorney: Ernie Adamson. Aspen 
Hill, Middleburg. Va. Authority sought 
to operate as a common carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: Commodities, on flat bed. dump, 
low-bed, or other specially designed ve¬ 
hicles. between the site of the Dillner 
Marine Terminal, near West Elizabeth. 
Pa., and all points in the United States. 
Applicant is authorized to conduct oper¬ 
ations ln Delaware, Michigan. New 
Jersey. New York. Ohio. Pennsylvania, 
Tennessee, and West Virginia. 

Hott: Applicant utatet that no duplication 
of authority Is sought. 

HEARING: June 9, 1958. at the Fulton 
Building, 101-115 Sixth Street. Pitts¬ 
burgh. Pa., before Examiner Lacy W. 
Hinely. 

No. MC 25567 (Sub No. 43)* filed 
April 25. 1958. Applicant: HANCOCK- 
TRUCKING. INCORPORATED (Sheldon 
A. Key. Trustee), 1917 West Maryland 
Street, Evansville.’ Ind. Applicant’s at¬ 
torney: Ferdinand Born, 1019 Chamber 
of Commerce Building. Indianapolis 4. 
Ind. Authority sought to operate as a 
common carrier, by motor vehicle, trans¬ 
porting: General commodities, except 
those of unusual value. Class A and B 
explosives, household goods as defined 
by the Commission, commodities in bulk, 
and those requiring special equipment, 
serving the site of the new plant of the 
Chrysler Corporation located at or near 
Valley Park. St. Louis County, Mo., ap¬ 
proximately 19 miles west of St. Louis, 
Mo., as on off-route point in connection 
with applicant's authorized regular route 
operations between <1> St. Louis, Mo., 
and Cincinnati, Ohio. (2) Chicago, HI., 


and St. Louis, Mo.. <3> Evansville, Ind., 
and St. Louis. Mo., and <4) St Louis. 
Mo., and Princeton and Evansville, Ind. 
Applicant Is authorized to transport simi¬ 
lar commodities in Illinois, Indiana, Ken¬ 
tucky, Michigan. Missouri, Ohio, Penn¬ 
sylvania. and Wisconsin. 

HEARING: May 22. 1958. at the Mis¬ 
souri Public Service Commission. Jeffer¬ 
son City. Mo., before Joint Board No. 179. 

No. MC 29910 (Sub No. 49). filed April 
25. 1958. Applicant: ARKANSAS-BEST 
FREIGHT SYSTEM, INC., 301 South 
11th Street. Fort Smith. Ark. Applicant's 
attorney: Thomas Harper. Kelley Build¬ 
ing. P. O. Box 297. Fort Smith, Ark. Au¬ 
thority sought to operate as a common 
carrier, by motor vehicle, transporting: 
General commodities, except those of 
unusual value. Class A and B explosives, 
livestock household goods os defined by 
the Commission, commodities ln bulk, 
and those requiring special equipment, 
serving the site of the Plymouth Divi¬ 
sion. Chrysler Corporation, located on 
U. S. Highway 66. at or near Valley Park. 
Mo., as an off-route point in connection 
with applicant's authorized regular 
route operations. Applicant is author¬ 
ized to conduct operations ln Arkansas, 
Illinois, Indiana. Kansas, Mississippi, 
Missouri, Ohio, Oklahoma, Tennessee, 
and Texas. 

HEARING: May 22. 1958. at the Mis¬ 
souri Public Service Commission. Jeffer¬ 
son City. Mo,, before Joint Board No. 179. 

No. MC 32562 (Sub No. 13 >, filed April 

2. 1958. Applicant: POINT EXPRESS. 
INC., 7575 Seventh Avenue. Box 1007, 
Station C. Charleston, W. Va. Appli¬ 
cant's attorney: Francis W. Mclnery. 
504 Commonwealth Building. 1625 K. 
Street NW.. Washington 6, D. C. Au¬ 
thority sought to operate as a common 
carrier , by motor vehicle, over a regular 
route, transporting: General commodi¬ 
ties, except those of unusual value. Class 
A and B explosives, household goods as 
defined by the Commission, commodities 
in bulk, and those requiring special 
equipment, between Racine. W. Va.. and 
Logan, W. Va„ from Racine over U. S. 
Highway 119 to Logan, and return over 
the same route, serving all intermediate 
points. Applicant is authorized to con¬ 
duct regular route operations in Ken¬ 
tucky. Ohio and West Virginia, and over 
irregular routes ln Indiana. Kentucky, 
Ohio. Pennsylvania, and West Virginia. 

HEARING: June 26, 1958, at the City 
Council Chamber City Hail, 501 Virginia 
Street. East, Charleston, W. Va.. before 
Joint Board No. 118, or. if the Joint 
Board waives its right to participate, be¬ 
fore Examiner Lacy W. Hinely. 

No. MC 36473 (Sub No. 65). filed April 

3. 1958. Applicant: CENTRAL TRUCK 
LINES, INC., 1005 Jackson Street, 
Tampa, Fla. Applicant’s representative: 
Ben H. Fowler, c/o Central Truck Lines, 
Inc., (same address as applicant). 
Authority sought to operate as a common 
carrier . by motor vehicle, transporting: 
General commodities, except those of 
unusual value. Class A and B explosives, 
household goods as defined by the Com¬ 
mission. commodities in bulk, and those 
requiring special equipment, (1) between 
Lake City. Fla., and Pearson, Fla., from 
Lake City over U. a Highway 441 to 
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Pearson, and return over the same route, 
serving no intermediate points. <2) 
Between Glen Saint Mary. Fla., and 
Valdosta. Ga.. from Glen Saint Mary 
over Florida Highway 125 to junction 
Florida Highway 2 at Eddy. Fla., thence 
over Florida Highway 2 to the Florida- 
Gcorgia State line, thence over Georgia 
Highway 94 to Valdosta, and return over 
the same route, serving no intermediate 
points. <3> Between Okeechobee, Fla., 
and Junction Florida Highway 710 and 
Sunshine State Parkway. Fla., from 
Okeechobee over Florida Highway 70 to 
Junction Florida Highway 710. thence 
over Florida Highway 710 to junction 
Sunshine State Parkway, and return over 
the same route, serving no Intermediate 
points, and serving Okeechobee for pur¬ 
pose of Joinder only. <4) Between 
Lakeland. Ga., and Junction Georgia 
Highway 122 and U. S. Highway 84 (near 
Thomasville. Ga.), from Lakeland over 
Georgia Highway 122 to Junction U. 8. 
Highway 84 «near Thomasvtllc, Ga.). and 
return over the same route, serving no 
intermediate points. (5) Serving the 
site of the Pratt and Whitney Division 
of United Aircraft Corporation plant, 
and the site of the Apix Corporation 
plant, near West Palm Beach. Fla., as 
off-route points in connection with ap¬ 
plicant’s authorized regular route opera¬ 
tions. In this connection applicant is 
authorized to sene the site of the plant 
of Pratt and Whitney Division of United 
Aircraft Corporation, near West Palm 
Beach, Fla., as an oft-route point in con¬ 
nection with authorized regular route 
operations to and from West Palm Beach, 
Fla , in No. MC 36473 <Sub No. 62>. and 
desires to eliminate the wording to and 
from West Palm Beach. Fla. (6) Serv¬ 
ing the site of the Glenn L. Martin Com¬ 
pany plant, near Orlando. Fla., os an 
off-route point in connection with ap¬ 
plicant’s authorized regular route opera¬ 
tions. (7) Serving Edgar, Fla., as an 
off-route point in connection with appli¬ 
cant's authorised regular route opera¬ 
tions to and from Hawthorne. Fla. 

Note: Rout** (1) through (4) are alter¬ 
nate routes for operating convenience only. 
In connection with applicant*! present au¬ 
thority. Applicant la authorized to conduct 
operations In Alabama. Florida. Georgia, and 
Louisiana. 

HEARING: June 4. 1958. at the May¬ 
flower Hotel. Jacksonville. Fla., before 
Joint Board No. 64. or. if the Joint Board 
waives its right to participate, before 
Examiner Richard H. Roberts. 

No. MC 41147 (Sub No. 2>. filed April 
25, 1958. Applicant: L. S. FRICK SERV¬ 
ICE CO.. INC., 303 West Main Street, 
Belleville. Ill. Applicant’s attorney: 
B. W. La Tourette, Jr., 1230 Boat¬ 
men’s Bank Building. St Louis 2, Mo. 
Authority sought to operate as a com¬ 
mon Carrier, by motor vehicle, trans¬ 
porting: General commodities , except 
those of unusual value. Class A and B 
explosives, livestock, household goods as 
defined by the Commission, commodities 
in bulk, and those requiring special 
equipment, serving the site of the Chry¬ 
sler Corporation, Plymouth Division 
plant, located on U. S. Highway 66 at or 
near Valley Park. Mo., as an off-route 
point In connection with applicant’s au¬ 


thorized regular route operations be¬ 
tween Belleville. Ill, and St. Louis. Mo. 
Applicant is authorized to conduct 
operations in Illinois and Missouri. 

HEARING: May 22. 1958. at the Mis¬ 
souri Public Service Commission. Jeffer¬ 
son City, Mo., before Joint Board No. 179. 

No. MC 46280 (Sub No. 38>, filed April 
24, 1958. Applicant: D A R L1 N O 

FREIGHT. INC., 4000 Division Avenue 
South. Grand Rapids, Mich. Applicant s 
attorney: Rex Fames. 2600 Guardian 
Building, Detroit 26. Mich. Authority 
sought to operate as a common carrier , 
by motor vehicle, over irregular routes, 
transporting: General commodities , ex¬ 
cept those of unusual value. Class A and 
B explosives, household goods as defined 
by the Commission, commodities in bulk, 
and those requiring special equipment, 
between St. Louis, Mo., on the one hand, 
and, on the other, the site of the Ply- 
mouth-St. Louis Assembly plant of 
Chrysler Corporation, located on U. S. 
Highway 66 near Valley Park, Mo. Ap¬ 
plicant Is authorized to conduct opera¬ 
tions in Illinois, Indiana, Iowa. Ken¬ 
tucky. Michigan, Minnesota, Missouri, 
Nebraska, and Wisconsin. 

HEARING: May 22. 1958, at the Mis¬ 
souri Public Service Commission, Jeffer¬ 
son City. Mo., before Joint Board No. 135. 

No. MC 47603 (Sub No. 10> (CORREC¬ 
TION). filed April 3. 1958, published 
issue of April 16. 1958. at page 2467. Ap¬ 
plicant: PRO PST TRANSPORT. INC., 
Concord. N. C. Applicant’s attorneys: 
R. J. Reynolds, Jr., 1403 Citizens & 
Southern National Bank Building. At¬ 
lanta 3, Ga.. and George C. Young, 1109 
Barnett National Bank Building. Jack¬ 
sonville 2. Fia. Authority sought to op¬ 
erate as a common carrier . by motor ve¬ 
hicle, over irregular routes, transporting: 
Motor vehicles, except trailers, in initial 
movements, in truckaway and driveaway 
service, from the site of the Chrysler 
Corporation Assembly Plant, located in 
St. Louis County. Mo., to points in North 
Carolina and South Carolina, and dom- 
aged shipments of the above commodi¬ 
ties on return. Applicant is authorized 
to conduct operations in Michigan, 
South Carolina. North Carolina, Penn¬ 
sylvania. New York, New Jersey, and 
Virginia. 

Note: Prcvioua notice gave applicant** 
name a* Probat Transport, Inc. This waa In 
error, applicant** correct name la PROPST 
TRANSPORT. INC. 

HEARING: Remains as assigned. May 
14. 1958, at the Mark Twain Hotel. St. 
Louis. Mo., before Examiner Leo A. 
Riegei. 

No. MC 50069 (Sub No. 195), filed 
March 27. 1958. Applicant : REFINERS 
TRANSPORT & TERMINAL CORPORA¬ 
TION. 2111 Woodward Avenue, Detroit 
1, Mich. Authority sought to operate as 
a common carrier . by motor vehicle, over 
irregular routes, transporting : Petroleum 
products, in bulk, in tank vehicles, from 
points in Warren County. Ohio, to points 
in Indiana. Applicant is authorized to 
conduct operations in Massachusetts, 
Maine. New Hampshire, Rhode Island, 
Vermont, Tennessee. Oklahoma, Ne¬ 
braska. Illinois, Indiana. Kentucky. 
Michigan. Missouri. Ohio, Pennsylvania, 
West Virginia, Wisconsin, New York, 


Iowa. Minnesota, New Jersey. Connect!* 
cut, Delaware, and Kansas. 

HEARING: June 13. 1958. at the New 
Post Office Bldg., Columbus. Ohio, before 
Joint Board No. 60, or. If the Joint Board 
waives its right to participate, before 
Examiner Lacy W. Hinely. 

No. MC 55811 (Sub No. 38). fikd 
February 26, 1958. Applicant CRAIG 
TRUCKING. INC., Albany. Ind. Appli¬ 
cant’s attorney: Howell Ellis. 520 Illinois 
Building, Indianapolis, Ind. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Salt, from points in Cuya¬ 
hoga and Lake Counties. Ohio, to points 
In Illinois. Indiana, Michigan. Ohio, 
points in West Virginia within ten (10) 
miles of the West Virginia Slate line, 
including points in Hancock. Brook, and 
Ohio Counties, W. Va., points in Penn¬ 
sylvania within ten (10) miles of the 
Pennsylvania-Ohio State line and those 
in Allegheny. Beaver, Butler, Lawrence, 
Mcrccr. and Washington Counties, Pa, 
and Jeanette, Schcnley, and South Con- 
ncllsville. Pa. and points within ten (10) 
miles of Jeanette, Schcnley. and South 
Connellsville, Pa., and empty contatnert 
or other such incidental facilities used 
in transporting salt, on return. Appli¬ 
cant Is authorized to transport salt In 
Michigan. Ohio, and Indiana and states 
any duplication of authority will con¬ 
stitute only one authority. 

HEARING : May 15.1958, at theCfflces 
of the Interstate Commerce Commission. 
Washington. D. C. # before Examiner 
Harold P. Boss. 

No. MC 55811 (Sub No. 42>. filed April 
14. 1958. Applicant: CRAIG TRUCK¬ 
ING, INC.. Albany, Ind. Applicants 
attorney: Howell Ellis, 520 Illinois Build¬ 
ing. Indianapolis, Ind. Authority sought 
to operate os a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Canned food preparations, from 
De Kalb, Rochelle and Mcndota, TIL to 
Indianapolis. Ind. and Cincinnati ana 
Columbus, Ohio, and damaged or re* 
jected shipments of canned food prtP* 
arations, on return. Applicant U *0* 
thorized to conduct operations iff 
Indiana. Michigan. Kentucky. Mtasofflit 
Pennsylvania. Illinois. Ohio. Iowa, Wis¬ 
consin. and West Virginia. Q 

HEARING: June 30. 1958. at the U-* 
Court Rooms. Indianapolis Ind., oeiou 


Examiner Reece Harrison. 

No. MC 56244 (Sub No. 20). APg* 
22. 1958. Applicant: KUHN TRANS¬ 
PORTATION COMPANY. INC.. Gard¬ 
ners. Pa. Applicant’s attorney: John .. 
Mussulman. State Street BuUf** 
Harrisburg. Pa. Authority sousWW 
operate as a common carrier, by ® * 
vehicle, over irregular routes, tnm** 
ing: Boxboard . from HaDtown. w. - 
to points in Ohio, Indiana, HR 00 ** _ 
Michigan, and Louisville, KS«***j* * 

Ix>uls. Mo., and waste paper, bo*** 3 * 
clippings , empty skids and pm 
paper cones . on return. Apph<** 1 £ 
authorized to conduct operate 
Pennsylvania, Maryland, New \or 
Jersey. West Virginia. Ohio. 
Indiana. Kentucky. Michigan. 
Missouri, and Virginia. t 

HEARING: June 11. 1958 ’ JJcym* 
riffles of thn Interstate Comment 









Wednesday, May 7, 1953 


FEDERAL REGISTER 


mission. Washington, D. C-, before Ex- 
nainer Mack Myers. 

No, MC 69583 (Sub No. 73) . Hied April 
8. 1958 . Applicant: THE MAS ON & 
DIXON LINES. INCORPORATED. East¬ 
man Road. Kingsport. Term. Appli¬ 
cant! attorney: Clifford E. Sanders. 321 
Ear. Center Street. Kingsport. Tenn. 
Authority sought to operate as a common 
terrier, by motor vehicle, over alternate 
routes, transporting: General com mod- 
ekt, except those of unusual value. Class 
A and B explosives, household goods as 
defined by the Commission, commodities 
In balk, and those requiring special 
equipment, U> between Frederick. Md.. 
und Gettysburg, Pa., over U. S. Highway 
15, tenting no intermediate or off-route 
points as an alternate route for operat¬ 
ing convenience only, in connection with 
applicant's authorized regular route 
operations bet ween (a> Hagerstown. Md., 
and Trenton, N. J.. (b) Harrisburg and 
Gettysburg Pa., and (c) Chambcrsbun: 
and Philadelphia, Pa.; and <2> between 
Canton. N. C., and Atlanta, Ga., over 
tJ. 8. Highway 23, serving no inter¬ 
mediate or off-route points and no 
points of origin or destination or pres¬ 
ently authorized to be served, as an al¬ 
ienate route for operating convenience 
only, In connection with applicant's au¬ 
thorized regular route operations be- 
iwn (a» Asheville and Canton, N. C., 
and (b) Atlanta, Ga.. and Knoxville, 
Tenn. Applicant is authorized to con¬ 
duct almilar operations in Delaware, 
Georgia, Maryland, New Jersey, New 
York. North Carolina. Pennsylvania. 
South Carolina, Virginia, and the Dis¬ 
tort of Columbia. 


HEARING; June 10, 1958. at the Of 
of the Interstate Commerce Com 
toiKion, Washington. D. C.. befon 
“miner Allan F Borroughs. 

n Xl 72323 < Sub No * 18) . Marc! 
Tonrll 5 ! Applicant: INTERSTATI 
JHDOC SERVICE. INC., 605-611 Soutl 
ST ***** MarUn * Ferry. Ohio. Ap 
£^ nts attorney: Wilmcr A. Hill 
aiportftUon Building. Washington 
»^ctight to operate as t 
cm carrier, by motor vehicle, ovei 
r tr ^PorUng: (1) Gen 
v*l^ except those of unusua 

A B explosives, livestock 

Sn anHT* 0 ? deflned by the Com> 
(TTk?’ &D d Uc i uid commodities, in bulk 

in Ohio and Wesl 
two miles of the OhU 
from S 1 *tersville. W. Va. 
iaaetto* zr9: and extending to the 
West Virginia-Ohio- 

PolnU to Ohlc 
rn orlRln terriiorj 

tad on C ' ° 10, on the one hand 
<o »nd *i? t ^ r ; T polnt * ,n Pennsylvania 
leidltu: trom^.K - S ; Hi8hway 219 ex- 
*mu slat. T the Mar yland-Pcnnsyl- 
near Salisbury. Pa.. U 
C. s. thence on and south oi 

B) « 5 bu«te* 4aa extending from 
Pn • thence or 
lf oo PorttrKrti, ~®hway 19 extending 
^«nce^;?, Ule 10 Mercer. Pa., and 

2«5i 5 of U - 8 mg hway 62 

Jtoia-Otuo Qr , M ?. rccr to the Penrnyl- 

Yorif n v ne ” 8 J? arr0W3 Point, 
14 Wlea or nLvV and Point* within 
No *L York - P°‘ nts Within 
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miles of Philadelphia, Pa., and points in 
New York on and west of line beginning 
at Windsor Beach. N. Y., and extending 
to Rochester. N. Y„ thence along U. S. 
Highway 15 to Waylond. N. Y.. thence 
along New York Highway 245 to Dans- 
ville. N. Y.. thence along New York High- 
way 36 to Andover. N. Y., and thence 
along the New York Highway 17 to the 
New York-Pennsylvania State line. <b> 
Between points in West Virginia in the 
above-specified origin territory, on the 
one hand, and, on the other, points in 
Ohio. <2> General commodities, except 
those of unusual value. Class A and B 
explosives, livestock, household goods as 
defined by the Commission, commodities 
in bulk, and those requiring special 
equipment, between points in Ohio and 
West Virginia within two miles of the 
Ohio River northerly from Sistersviile. 
W. Va.. and Fly, Ohio, extending to the 
junction of the West Virginia-Ohio- 
Pennsylvania State lines, on the one 
hand. and. on the other. Baltimore. Md., 
and Philadelphia. Pa. Applicant is au¬ 
thorized to conduct operations in Ohio. 
West Virginia, Pennsylvania. Maryland, 
District of Columbia, Indiana, Kentucky, 
New* York. Delaware, Massachusetts, 
New Jersey. Tennessee, and Virginia. 

Note: Applicant state* that It now bold* 
the authority requested above eo far oa 
points and territory are concerned. In con¬ 
ducting operations between points In West 
Virginia and Ohio, on the one hand, and the 
described territory to the east of West Vir¬ 
ginia and Ohio, applicant, must move 
through the base territory (described os the 
origin territory in (2) above). As matters 
now stand applicant must move past the 
Pennsylvania Turnpike to reach the base 
territory and must then return to the Penn¬ 
sylvania Turnpike In order to proceed east¬ 
ward. Several examples ore fully described 
In the application. The granting of the au¬ 
thority sought will not enable applicant to 
transport any additional commodities or 
serve any additional points, but will merely 
enable It to couple the operating rights 
already held In such a way as to enable the 
use of better routes. 

HEARING: June 6.1958. at the Offices 
of the Interstate Commerce Commission, 
Washington. D. C., before Examiner 
Frank R. Saltzman. 

No. MC 86188 (Sub No. 33>. fUed April 
18. 1958. Applicant: NORTHLAND PE¬ 
TROLEUM TRANSPORT CO., a corpo¬ 
ration. 1207 Manheim Pike. Lancaster, 
Pa. Applicant's attorney: S. S. Eisen. 
140 Cedar Street, New York 6 . N. Y. Au¬ 
thority sought to operate as a contract 
carrier . by motor vehicle, over irregular 
routes, transporting: Petroleum and pe¬ 
troleum products, in bulk, in tank ve¬ 
hicles. from Paulsboro. N. J., site of the 
refinery of Socony Mobile Oil Company. 
Inc. located in Greenwich Township. 
Gloucester County, N. J„ to all points in 
Delaware, Maryland. Virginia, West Vir¬ 
ginia. North Carolina, South Carolina, 
and the District of Columbia, and re¬ 
turned or rejected shipments of the 
above-specified commodities on return. 
Applicant is authorized to conduct op¬ 
erations In Maryland, New Jersey, Ohio, 
Pennsylvania, and West Virginia. 

HEARING: June 10, 1958, at the Of¬ 
fices of the Interstate Commerce Com¬ 
mission. Washington. D. C.. before 
Examiner Isadore Frcidson* 


No. MC 101126 (Sub No. 95). filed 
March 3, 1958. Applicant: STILLPASS 
TRANSIT COMPANY. INC., 4967 Spring 
Grove Avenue. Cincinnati 32. Ohio. Au¬ 
thority sought to operate as a contract 
carrier , by motor vehicle, over Irregular 
routes, transporting: Animal and vege¬ 
table tatty adds , resin plasticizers , 
twttchelt textile oil and animal grease 
and tallow. Inedible, in bulk, in Insulated, 
stainless steel tank vehicles, from St. 
Bernard. Ohio, to Kansas City, Mo. Ap¬ 
plicant is authorized to transport similar 
commodities In Alabama, Arkansas, Illi¬ 
nois. Indiana, Iowa. Kansas. Kentucky. 
Michigan. Minnesota, Missouri. Ne¬ 
braska, New Jersey. New York. North 
Carolina, Ohio, Pennsylvania. South 
Carolina. Tennessee, Virginia, and 
Wisconsin. 

Not*: Applicant Is authorised to conduct 
contract carrier operations In Permit No. 
MC 101126 and subs thereunder. It has filed 
on appropriate application with this Com¬ 
mission for a determination of Its status 
as a common or contract carrier. 

HEARING: June 24, 1958, in Room 
712, Federal Building. Cincinnati, Ohio, 
before Examiner Lacy W. Hlnely. 

No. MC 101X26 (Sub No. 98), filed 
March 13. 1958. Applicant: STILLPASS 
TRANSIT COMPANY, INC.. 4967 Spring 
Grove Avenue. Cincinnati. Ohio. Au¬ 
thority sought to operate as a contract 
carrier , by motor vehicle, over irregular 
routes, transporting: Acids . chemicals 
and detergent alkylate , in bulk. In tank 
vehicles, from Cincinnati. Ohio, to Chi¬ 
cago. IU., and St. Louis, Mo. Applicant 
is authorized to conduct operations in 
Ohio. Kentucky. Illinois. New' York. 
Michigan, Maryland, North Carolina, 
Tennessee, South Carolina. Virginia, 
New Jersey, Alabama. Wisconsin, Mis¬ 
souri, Arkansas, Iowa. Kansas, Minne¬ 
sota. Nebraska, and Indiana. 

HEARING: June 24, 1958. in Room 
712, Federal Building. Cincinnati. Ohio, 
before Examiner Lacy W. Hlnely. 

No. MC 101128 (Sub No. 102), filed 
April 16. 1958. Applicant: STILLPASS 
TRANSIT COMPANY, INC., 4967 Spring 
Grove Avenue. Cinclnanti 12. Ohio. Au¬ 
thority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting; Silica gel catalyst. 
in bulk, in covered hopper vehicles, from 
Cincinnati, Ohio, to Harriet. N. Y.. 
Wrenshall. Minn., and Kansas City, 
Kans. Applicant is authorized to con¬ 
duct operations In Alabama. Arkansas, 
Illinois. Indiana, Iowa. Kansas, Ken¬ 
tucky, Michigan. Minnesota, Missouri. 
Nebraska, New Jersey. New York, North 
Carolina. Ohio, Pennsylvania, South 
Carolina, Tennessee, Virginia, and Wis¬ 
consin. 

Sort: A proceeding has been Instituted 
under section 212 (c) of the Interstate Com¬ 
merce Act to determine whether applicant's 
status la that of a contract or commou carrier. 

HEARING: June 13. 1958, at the New 
Post Office Building. Columbus, Ohio, be¬ 
fore Examiner Lacy W. Hinely. 

No. MC 101126 (Sub No. 103), filed 
April 18. 1958. Applicant: STILLPASS 
TRANSIT COMPANY. INC.. 4967 Spring 
Grove Avenue. Cincinnati 32. Ohio. Au¬ 
thority sought to operate as a contract 
carrier , by motor vehicle, over irregular 
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routes, transporting: Liquid cleaning 
compound, in bulk, in Insulated, stainless 
steel tank vehicles, from St. Bernard, 
Ohio, to Chicago. HI. Applicant Is au¬ 
thorized to conduct operations in Ala¬ 
bama. Arkansas, Illinois. Indiana. Iowa. 
Kansas, Kentucky. Michigan. Minnesota. 
Missouri, Nebraska. New Jersey. New 
York, North Carolina, Ohio, Pennsyl¬ 
vania. South Carolina, Tennessee, Vir¬ 
ginia, and Wisconsin. 

Norx: A proceeding has been Instituted 
under section 213 (c) or the Interstate Com¬ 
merce Act to determine whether applicant's 
status is that of a contract or common car¬ 
rier. assigned Docket No. MC 101120 (Sub 
No. $6). 

HEARING: June 13. 1956. at the New 
Post Office Building. Columbus. Ohio, 
before Joint Board No. 58, or, if the Joint 
Board waives its right to participate, 
before Examiner Lacy W. Hinely. 

No. MC 101126 (Sub No. 104), filed 
April 18. 1958. Applicant: STILLPASS 
TRANSIT COMPANY, INC . 4967 Spring 
Grove Avenue, Cincinnati 32. Ohio. Au¬ 
thority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting: Acids and chem- 
icals . in bulk, in tank vehicles, from St. 
Bernard. Ohio, to points in Kentucky, 
except points in Jefferson County, Ky. 
Applicant Is authorized to conduct oper¬ 
ations in Alabama. Arkansas, Florida. 
Georgia. Illinois. Indiana, Iowa. Kansas, 
Kentucky. Maryland. Michigan. Minne¬ 
sota. Missouri. Nebraska. New Jersey, 
New' York, North Carolina. Ohio. South 
Carolina, Pennsylvania. Tennessee. Vir¬ 
ginia. West Virginia, and Wisconsin. 

Not*: A proceeding ha* been tnatUuted 
under necUon 212 (c). No. MC 101126 8ub No. 
86, to determine whether nppUcanit tutus 
Is that of a contract or common currier. 

HEARING: June 12. 1958. at the New 
Post Office Building. Columbus. Ohio, be¬ 
fore Joint Board No. 37. or. If the Joint 
Board waives its right to participate, be¬ 
fore Examiner Lacy W. Hinely. 

No. MC 103802 (Sub No. 6>. filed April 
24. 1958. Applicant: ALFRED E. FOSS- 
MEYER. doing business as CHECKER 
EXPRESS ONES, 709 South 13th Street, 
Vincennes, Ind. Applicant's attorneys: 
Robert C. Smith. 512 Illinois Building. 
Indianapolis 4. Ind.. and Ferdinand 
Born. 1019 Chamber of Commerce Build¬ 
ing, Indianapolis 4. Ind. Authority 
sought to operate as a common carrier . 
by motor vehicle, transporting: General 
commodifies, except those of unusual 
value, Class A and B explosives, livestock, 
household goods as defined by the Com¬ 
mission, commodities in bulk, and those 
requiring special equipment, serving the 
site of the Chrysler Corporation. Plym¬ 
outh Division plant, located on U. S. 
Highway 66 at or near Valley Park. Mo., 
as an off-route point in connection with 
applicant's authorized regular route op¬ 
erations to and from St. Louis, Mo. Ap¬ 
plicant Is authorized to transport similar 
commodities in Illinois, Indiana, and 
Missouri. 

HEARING: May 22, 1958. at the Mis¬ 
souri Public Service Commission. Jeffer¬ 
son City. Mo., before Joint Board No. 179. 

No. MC 107107 (Sub. No. 98), filed 
March 10. 1958. Applicant: ALTER - 


MAN TRANSPORT LINES. INC.. P. O. 
Box 65. Miami 42, Fla.. Also: 2424 North¬ 
west 46th Street, Allapattah Station. 
Miami, Fla. Applicant's attorney: 
Frank B. Hand. Jr.. Transportation 
Building, Washington 6. D. C. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Frozen foods, meats, meat 
products and meat by-products, as de¬ 
fined by the Commission, from Cleve¬ 
land. Ohio, and points within 10 miles 
thereof, to Atlanta. Ga.. and points in 
Florida. Applicant is authorized to con¬ 
duct operations in Alabama. Arkansas, 
Delaware, District of Columbia, Florida. 
Georgia. Illinois, Indiana, Iowa. Kan¬ 
sas, Kentucky, Louisiana. Maryland. 
Michigan. Minnesota. Mississippi, Mis¬ 
souri. Nebraska. New Jersey. New York. 
North Carolina. North Dakota, Ohio. 
Oklahoma. Pennsylvania, South Caro¬ 
lina. South Dakota. Tennessee. Texas. 
Virginia. West Virginia, and Wisconsin. 

HEARING: June 20, 1958, at the Old 
Post Office Building. Public Square & 
Superior Avenue. Cleveland. Ohio, be¬ 
fore Examiner Lacy W. Hinely. 

No. MC 108059 (Sub No. 1). filed April 
16. 1958. Applicant: EDWARD ZEDE- 
KER. 3376 Jonathan Drive, Xenia. Ohio. 
Applicant’s attorney: Herbert Baker. 50 
West Broad Street, Columbus 15, Ohio. 
Authority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting: Meat and packing - 
house products, from Estervtile, Iowa, to 
Philadelphia. Pa., and empty containers 
or other such incidental facilities used 
in transporting meat and packinghouse 
products, on return. 

HEARING: June 12. 1958. at the New 
Post Office Building. Columbus. Ohio, be¬ 
fore Examiner Lacy W. Hinely. 

No. MC 110478 (Sub No. 9). filed April 
16. 1958. Applicant: WATKINS 

TRUCKING, INC.. 207 Trenton Avenue. 
UhrichsviUe. Ohio. Applicant's attor¬ 
ney: Ralph W. Sanborn. Hartman Build¬ 
ing. Columbus 15, Ohio. Authority 
sought to operate as a contract carrier, 
by motor vehicle, over irregular routes, 
transporting: Clay products and A re 
clay, from points in Tuscarawas and 
Jefferson Counties, Ohio. Springfield 
Township. Summit County. Palmyra 
Township, Portage County, and Brown 
Township. Carroll County. Ohio, to 
points In Connecticut. Rhode Island. 
Massachusetts, Vermont, New Hamp¬ 
shire. and Maine: and empty containers, 
pallets, cardboard and lumber used in 
the manufacture, packing or shipping of 
clay* products and fire clay, on return. 
Applicant is authorized to conduct oper¬ 
ations in Ohio. New York, New Jersey, 
Delaware, the District of Columbia. 
Virginia, Maryland. West Virginia. Ken¬ 
tucky. Missouri, Pennsylvania, Illinois. 
Indiana, Michigan, and Wisconsin. 

Not*: A proceeding has been Instituted 
under section 212 <c> in No. MC 110478 Sub 
6 to determine whether applicant's status Is 
that of a contract or common carrier. 

HEARING: June 16. 1958. at the New 
Post Office Building, Columbus, Ohio, be¬ 
fore Examiner Lacy W. Hinely. 

No. MC 110563 <Sub No. fl>. filed April 
3. 1958. Applicant: COLDWAY FOOD 


EXPRESS, Inc,, Van Demark Rond. P. 0. 
Box 259,Sidney,Ohio. Applicants alter, 
ney: Carl S. Clark, 3510 Levcque Lincoln 
Tower. Columbus 15. Ohio. Authority 
sought to operate os a common carrier 
by motor vehicle over Irregular route*, 
transporting: Canned and preserved 
foodstuffs, such as foodstuffs not froten 
or fresh, from that part of Pennsylvania 
lying on and south of a line beginning at 
the Pennsylvania-New Jersey state line 
near New Hope. Pa-, and extending west¬ 
ward along U. S. Highway 202 to junction 
U. S. Highway 30 near Paoli, Pa., thence 
along U. S. Highway 30 to junction Penn¬ 
sylvania Highway 10 (formerly U. S. 
Highway 122), thence along Pennsylva¬ 
nia Highway 10 to the Pennsylvania* 
Maryland State line, excluding Philadel¬ 
phia, Pa , to paints in Illinois. Indiana. 
Kentucky', Michigan. Missouri. Ohio, 
and Wisconsin, including points on the 
indicated portions of the highway's indi¬ 
cated. Applicant is authored to con¬ 
duct operations in Illinois, Indian*, 
Kentucky, Maryland. Massachusetts. 
Michigan. Missouri, New Jersey. New 
York, Ohio, Pennsylvania, Wisconsin, 
and the District of Columbia. 


HEARING: June 18, 1958. at the New 
Post Office Building. Columbus, Ohio, 
before Examiner Lacy W. Hinely. 

No. MC 110682 < Sub No. 2). filed March 
7. 1958. Applicant: E. EARL CARPEN¬ 
TER. doing business as CARPENTER 
TRANSFER. R. No. 4. East Grafton 
Road, Fairmont, W. Va. Applicant * at¬ 
torney: Bonn Brown, Elkins. W. Va Au¬ 
thority sought to operate as a contract 
carrier by motor vehicle, over irregular 
routes, transporting: Corrugated con¬ 
tainers tn bundles, and inner packing to 
bundles, loaded In trailer vehicles flat or 
on paper or wooden pallets, from F*ir- 
mont. W. Va., to points in Indians and 
New Jersey. Pallets and containers , P«- 
per in rolls, and scrap paper, from points 
in Ohio. New York. Virginia. Maryland 
Pennsylvania. Indiana, and New Jersey, 
to Fairmont. W. Va. In Permit No. Mt 
110682 (Sub No. 1) applicant is author¬ 
ized to transport corrugated fiber stop¬ 
ping containers and fiber inner packw 
from Fairmont. W. Va.. to points in Ohio, 
Pennsylvania, New York. Maryland, ana 
Virginia. - . 

HEARING: June 10. 1958. at the Ful 
ton Building. 101-115 Sixth Street. PU£- 
burgh. Pa., before Examiner Lacy w. 


Hinely. i 

No MC 111196 (Sub No. 

March 12. 1958. Applicant R. HUNTS¬ 
MAN. INC., 1805 West State Street 
Alliance, Ohio. Applicants 
Herbert Baker. 50 West Broad Strew. 
Columbus 15. Ohio. Authority 
operate as a common carrier, by in 
vehicle, over Irregular routes. tr*nspw\ 
lag: Fertilizer and fertilizer matenav 
(other than superphosphate > . * 

Curtis Bay, Baltimore. Met, to pcU^s 
Ohio. Fertilizer and fertilizer 
from Columbus. Ohio to points in 
sylvania on and west of U. S. Hto 
219, and points in West Virginia oi* 
north of U. S. Highway 33. 
and fertilizer materials . from Aina 
Ohio, to points in West Vlr J m if T 
north of U. S. Highway 33: from 
ton Township (except Alliance^. St** 
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County. Ohio to points in West Virginia 
I flcaod north of U. 8. Highway 33 except 
west of U. S. Highway 219, and 
i ibo north of U. 6. Highway 50. Empty 
ctnUtincTt or other such incidental 
:xc2ities (not specified) used In trans- 
pcfung the commodities specified in this 
implication from the above-specified 
dattnation territory to the above spec¬ 
ie origin points. Applicant is author- 
lad to transport similar commodities In 
Maryland, Ohio, Pennsylvania, and West 
! fcrcmia 

HEARING: June 11. 1958. at the New 
Post Office Building, Columbus. Ohio, 
tefare Examiner Lacy W. Hineiy. 

Nb. MC 112928 i Sub No. 2), filed April 
i 1958. Applicant: HERBERT M. 
CLICK, doinu business as CLICK’S EX¬ 
PRESS. R, R. No. 3. Auburn, Ind. Au¬ 
thority sought to operate as a common 
arrier, by motor vehicle, over irregular 
wetes, transporting: <1> Plastic mate - 
rail or products , from Auburn, Ind.. to 
fonts In the New York. N. Y., Commer- 
cil Zone, as defined by the Commission, 
jed to points in Connecticut, Maine, 
Massachusetts. New Hampshire, and 
Vfrmont; (2) Plastic materials or 
roduch. such as powders, granules, pel- 
ris flakes, lumps, or solid mass, in bags. 

barrels, or pails from Pottstown, 
n. Camden. N. J, and Leominster, 
to Auburn. Ind.; and (3) Paper 
« v polnta 1x1 the New York. 

X/5° mnu,r cial Zone, as defined by 
w* Commission. to Auburn, Ind. Appli- 
I®* is authorized to transport other 
fJ®ttoaltles than those described above 
® Conneeucut. Indiana. Maine. Mary- 
Massachusetts, New Hampshire. 
Vermont Pennsylvania. and 

M4R/.VO June 30. 1968, at the U. 8 

■ Mo " 

tt lo M « n . 325 « <8ub No 2). filed April 

cbangp ™?P u< !2P t: bneykr EX- 

Bg ' Allen Lane 

Philadelphia. Ohio. Appli- 
^'Ph W. Sanborn. 808 

S£5» Columbus 15 - ohl °- 

&tf| operate aa a con - 

^r^ by , motor vcwcie - ° vcr ir ‘ 

. trans P°rtlng: Salt and 
•adinbSk fr^i” con . tatner ®. on pallets. 
Ctio tn EL™® p01nts Ifi Lake County, 
^‘Ine Ne f York on “H* west 

t at !^ e NteBara River 

l! «CiloL S n *'' N Y - and ox- 

r -5tUQn New YMic Y Hf k K Hl8hway 324 t0 

J«h alon-\v» v IU f hway 78 • thence 
iacuern n K K N ^ York Highway 78 to 
** U. 20 - whence south 

Jthnr 62 f l^* ay 20 to JuncUon U. S. 

62 *° utb a,on 8 D - 8- 
‘, h0 New York-Pennsylva- 

? “id west of°a P it lntS K ln Penn *>'ivania 
** y wlc.p^L v , ne . beglnnln « at the 
2 M rtma 6tatc line and 
**Stt ^° n n * £ 8- Highway 63 to 
VMU * Highway 66. 

« to ju^uon n en ?* ylVanla Ni^h* 
!“ <0ct souther,'t S - Highway 422. 

^Junction xj R lon ? u - 8 -Highway 422 
^•aouth^ :, Hl8hway n9 - and 
j; 1 to the Pernjno l0ns U ' 8 ' ®8&wajr 
S* line; MdT Vft ^“' Wcat Virginia 
****. OhiT polnt * ,n Hancock. 

*• Marshall. Wetzel. Tyler] 


Pleasants. Wood. jAckson, Mason. Put¬ 
nam, Kanawha, Cabell and Wayne 
Counties. W. Va., and empty containers 
and pallets from the above destination 
territoy to the above origin territory. 
Salt and salt compounds, in containers, 
on pallets, and in bulk, from Rittman. 
Ohio, to points in Wetzel. Tyler, Pleas¬ 
ants, Wood, Jackson, Mason, Putnam. 
Kanawha, Cabell, and Wayne Counties. 
W. Va.. and empty containers and pallets 
from the destination territory to the 
origin territory. Salt and salt com¬ 
pounds, In containers, from Rittman, 
Ohio, to points in New York on and west 
of a line beginning at the Niagara River 
southeast of Tonawanda. N. Y.. and ex¬ 
tending along New York Highway 324 to 
JuncUon New York Highway 78. thence 
south along New York Highway 78 to 
junction U. S. Highway 20, thence south 
along U. 8- Highway 20 to Junction U. S. 
Highway 62. and thence south along U. S. 
Highway 62 to Uie New York-Pennsyl- 
vania State line; to points in Pennsyl¬ 
vania on and west of a line beginning at 
the New York-Pennsylvanla State line 
and extending along U. S. Highway 62 to 
junction Pennsylvania Highway 66. 
thence south along Pennsylvania High¬ 
way 66 to JuncUon U. S. Highway 422. 
thence southeast along U. 8. Highway 422 
to JuncUon U. 8. Highway 119, and 
thence southwest along U. S. Highway 
119 to the Pennsylvania-West Virginia 
State line; and to points In Hancock 
Brooke. Ohio. Marshall. Wetzel, Tyler, 
Pleasants, Wood. Jackson. Mason. Put¬ 
nam. Kanawha, Cabell and Wayne 
Counties. W. Va.. and empty containers 
and pallets from the destinaUon terri¬ 
tory to the origin territory. Applicant Is 
authorized to transport salt and salt 
compounds, In bulk, from Rittman, Ohio 
to points In New York, Pennsylvania, and 
West Virginia. 

HEARING: May 15.1958. at the Offices 
of the Interstate Commerce Commission, 
Washington, D. C. # before Examiner 
Harold P. Boss. 

No. MC 114332 (Sub No. 2) (CORREC¬ 
TION), filed March 25, 1958, published 
page 2471, issue of Federal Register 
April 16, 1958. 

Applicant: RAYBURN TRUCKING, 
INC., 506 Barrett Street. Wilmington, 
Del. Applicant’s attorney: Clarence D. 
Todd. 1825 Jefferson Place NW., Wash¬ 
ington 6, D. C. Authority sought to op¬ 
erate as a contract carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: (1) Liquid glue. In bulk, and cat¬ 
alyst agent. (2> Formaldehyde, and 
Methanol. Previous publication indi¬ 
cates that one of the destination points 
proposed to be served is Hallsboro. N. C. 
The spelling of the said point was incor¬ 
rect The proper name of the town is 
HI L L SBORO. 

HEARING: Remains as assigned. May 
•.2, 1958, at the Offices of the Interstate 
Commerce Commission. Washington, 
D. C., before Examiner Mack Myers. 

No. MC 115826 (Sub No. 3), filed April 
14. 1958. Applicant: W. J. DIGBY, INC., 
3100 Brighton Boulevard, Denver 5, 
Colorado. Applicant’s attorney: Paul 
M. Hupp. 738 Majestic Building, Denver 
2, Colo. Authority sought to operate as 
a common carrier, by motor vehicle. 


30*17 

over Irregular routes, transporting: 
Meats, meat products and meat by-prod¬ 
ucts, as defined by the Commission, from 
Denver. Colo., to points In Texas and 
Louisiana, and empty containers or 
other such incidental facilities used in 
transporting the above-specified com¬ 
modities, and exempt commodities, on 
return. Applicant is authorized t-o 
transport general commodities except 
livestock, household goods as defined by 
the Commission and commodities of un¬ 
usual value, between Boulder, Colo., and 
points within 50 miles thereof and points 
in Colorado. 

Note: Applicant own* ail of stock of 
Boulder Truck Service, Inc., a corporation 
conducting intrastate operation! tn Colo¬ 
rado under the Second Proviso of aecUoti 
200 (&) (1) of the Intcratjite Commerce 
Act. Docket No. MC 111235 Sub 1. Appli¬ 
cant states that aucb operations will be 
canceled if the proposed application herein 
la granted. 

HEARING: June 4. 1958. at the New 
Customs House. Denver. Colo., before 
Examiner Robert A. Joyner. 

No. MC 115856 (Sub No. 4), filed April 
7. 1958. Applicant: TRANSPORT DE¬ 
LIVERY COMPANY, a corporation 
Thompson Building. Tulsa. Okla Appli¬ 
cant’s attorneys: John H. Hendern and 
Henry Andrae. Central Trust Building, 
Jefferson City. Mo. Authority sought to 
operate as a common carrier , by motor 
vehicle, over irregular routes, transport¬ 
ing: Petroleum products, in bulk, in tank 
vehicles, from Trenton, Mo., and points 
within ten (10) miles thereof, to points 
In L*c, Van Buren. Davis, Appahoose, 
Wayne. Decatur. Ringgold. Taylor. Page, 
Fremont, Des Moines, Henry. Jefferson, 
Wapello. Monroe. Lucas, Clarke, Union. 
Adams. Montgomery, Mills. Louisa. Mus¬ 
catine, Washington. Keokuk, Mahaska, 
Marlon. Warren, Madison, Adair. Cass, 
Pottawattamie, and Jasper Counties, 
Iowa. Applicant is authorized to con¬ 
duct operations in Illinois, Iowa, and 
Missouri. 

HEARING: June 9, 1958. at the Hotel 
Pickwick, Kansas City, Mo., before Joint 
Board No. 137. or. If the Joint Board 
waives Its right to participate, before 
Examiner Gerald F. Colfer. 

No. MC 116643 (Sub No. 1), filed 
March 14, 1958. Applicant: CLYDE P. 
BOWLING. GEORGE O. BOWLING, 
AND MAURICE P. BOWLING, doing 
business as BOWLING CONSTRUCTION 
COMPANY, P. O. Box 985. Bluefield, W. 
Va. Applicant’s attorney: James A. 
Bibby. Jr.. Suite 504 Security Building, 
Charleston. W. Va. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Heavy machinery and equipment , 
which, because of size or weight, requires 
special handling and use of special equip¬ 
ment. between points in Mercer and Mc¬ 
Dowell Counties, W. Va., and points in 
Tazewell, Buchanan. Dickenson. Wise, 
Lee. Scott, Russell. Bland, and Giles 
Counties. Va.. and those in Pike. Letcher, 
and Harlan Counties. Ky. 

HEARING: June 27, 1058. at the City 
Counbil Chamber. City Hall. 501 Virginia 
Street, East. Charleston. W. Va.. before 
Joint Board No. 263. or. if the Joint Board 
waives its right to participate, before 
Examiner Lacy W. Hineiy. 
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No. MC 117253. filed March 17. 1958. 
Applicant: Ft. A. MILLER PRODUCE?. 
INC.. 4422 Washington Boulevard. Bei- 
pre. Ohio. Applicant’s attorney: Walter 
E. Shacffer, 44 East Broad Street. Colum¬ 
bus 15. Ohio. Authority sought to op¬ 
erate as a contract carrier, by motor 
vehicle, over Irregular routes, transport¬ 
ing: <l> Electric t ciring material, from 
Parkersburg. W. Va., to Denver. Colo., 
and Los Angeles and San Francisco. 
Calif.: and (2) Rejected.damaged,defec- 
tive, and returned shipments of electric 
wiring material, from the above-specified 
destination points to Parkersburg. W. Va. 

HEARING: June 25. 1958. at the City 
Council Chamber. City Hall. 501 Virginia 
Street. East, Charleston. W. Va., before 
Examiner Lacy W. Hinely. 

No. MC 117254. filed March 14, 1958. 
Applicant: MADDEN TRUCKING COM¬ 
PANY. INC., 213 Ninth and Chester 
Building, Cleveland. Ohio. AppUcant’a 
attorney: George S. Maxwell. 1032 
Standard Building. Cleveland 13. Ohio. 
Authority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting: (1) Crated and un- 
crated business machines , supplies , parts , 
and accessories, from the factories of the 
Addressogrnph-Multigraph Corporation 
at Cleveland. Ohio, to the warehouses 
and distributors of same at Boston, 
Mass., New York, N. Y.. Tcterboro, N. J., 
Philadelphia. Pa., Chicago, HI.. Indian¬ 
apolis, Ind., St. Louis. Mo, Detroit. Mich., 
Et, Paul, Minn.. Baltimore, Md., Provi¬ 
dence. R. I.. and Washington. D. C.: and 
(2) Machinery and materials used by the 
Addressograph-Multigraph Corporation 
and equipment to be repaired . from the 
above-specified destination points to the 
above-described origin points. 

HEARING ; June 11. 1958, at the New 
Post Office Building. Columbus, Ohio, be¬ 
fore Examiner Lacy W. Hinley. 

No. MC 117344 <Sub No. 2). filed April 
16. 1958. Applicant: THE MAXWELL 
CO., a Corporation, 2200 Glendale- 
Milford Road. Cincinnati 15. Ohio. Ap¬ 
plicant’s attorney: Herbert Baker. 50 
West Broad Street, Columbus 15. Ohio. 
Authority sought to operate as a common 
or contract carrier, by motor vehicle, 
over Irregular routes, transporting: 
Enamels, lacquers, paints, resins . and 
varnishes, in bulk, in tank vehicles, from 
Columbus. Ohio, to points in Indiana, 
Kentucky, Tennessee, and the lower 
Peninsula of Michigan, and empty con - 
tainers or other such incidental facilities 
(not specified > used in transporting the 
above-specified commodities on return. 

Kern: Applicant bus Wed appropriate ap¬ 
plication with this Commlaalon for a deter¬ 
mination ot its atntua a* a common or con¬ 
tract carrier in No. MC 50404 and Suba there¬ 
under. 

HEARING: June 17. 1958, at the New 
Post Office Building., Columbus, Ohio, 
before Examiner Lacy W. Hinely. 

No. MC 117355. filed April 21. 1958. 
Applicant: JESSE A. KRONINGER. 
INC. R. R. No. 1, Mertztown, Pa. Ap¬ 
plicant's attorney: Christian V. Graf. 11 
North Front Street, Harrisburg. Pa. 
Authority sought to operate as a com¬ 
mon carrier, by motor vehicle, over irreg¬ 
ular routes, transporting: Coal, from 
points in Northumberland County. Pa., 


to points In New York, New Jersey, Dela¬ 
ware, and Maryland. 

HEARING: June 11. 1958. at the 
Offices of the Interstate Commerce Com¬ 
mission. Washington. D. C-, before 
Examiner Donald A. Sutherland. 

No. MC 117357. filed April 22. 1958. 
Applicant: ELMER A. STONE. JR.. Rt. 
No. 2. Boonsboro. Md. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Burned lime . in bulk, in spreader 
vehicles, from Blair (Logan County) and 
Martinsburg (Berkeley County), W. Va.. 
to points in Washington and Frederick 
Counties, Md. 

HEARING: May 23.1958. at the Offices 
of the Interstate Commerce Commission. 
Washington, D. C.. before Joint Board 
No. 113. 

MOTOR CARRIERS OF PASSENCERS 

No. MC 3647 (Sub No. 237). filed April 
22. 1958. Applicant: PUBLIC SERVICE 
COORDINATED TRANSPORT, a corpo¬ 
ration, 180 Boyden Avenue, Maplewood, 
N. J. Applicant’s attorney: Hichard 
Fryling. Law Dept.—Public Service Co¬ 
ordinated Transport. 180 Boyden Avenue, 
Maplewood, N. J. Authority sought to 
operate as a common carrier, by motor 
vehicle, over regular routes, transport¬ 
ing: Passengers and their baggage . and 
express and newspapers in the same ve¬ 
hicle with passengers, between New 
Brunswick, N. J., and Manville, N. J., 
from New Brunswick over Somerset 
County Road No. 527 in Franklin Town¬ 
ship to South Bound Brook, thence over 
city streets to unnumbered highways in 
Franklin Township, and thence over un¬ 
numbered highways and city streets to 
Manville. and return over the same route, 
serving all intermediate points. Appli¬ 
cant is authorized to conduct operations 
in New Jersey, New’ York. Pennsylvania, 
the District of Columbia, and Virginia.' 

HEARING: June 10. 1958. at the Penn 
Sherwood Hotel. 3900 Chestnut Street, 
Philadelphia, Pa., before Examiner John 
McCarthy. 

No. MC 111504 (Sub No. 2). filed 
March 24. 1958. Applicant: STARR 
TRANSIT CO., INC.. 50 North Johnston 
Avenue, Trenton, N. J. Applicant’s at¬ 
torneys: Edward F. Bowes and A. David 
Millner, 1060 Broad Street, Newark 2. 
N. J. Authority sought to operate as a 
common carrier, by motor vehicle, over 
Irregular routes, transporting: Passen¬ 
gers and their baggage, in round-trip 
sightseeing and pleasure tours, begin¬ 
ning and ending at points in Mercer 
County, N. J., and extending to points in 
Pennsylvania. New York, Delaware. 
Maryland. Virginia, Connecticut, Rhode 
Island, Massachusetts. New Hampshire. 
Vermont, Maine, Florida and the Dis¬ 
trict of Columbia. Applicant Is author¬ 
ized to conduct operations in New Jersey 
and Pennsylvania. 

HEARING: June 12,1958, at the Penn 
Sherwood Hotel. 3900 Chestnut Street. 
Philadelphia, Pa., before Examiner John 
McCarthy. 

Applications m Which Handling With¬ 
out Oral Hearing Is Requested 

MOTOR CARRIERS OF PROPERTY 

No. MC 7060 (Sub No. 1>. filed April 
16. 1958. Applicant: FRANK NEIDER- 


LANDER. doing business as BURGESS 
TRANSFER. 522 North WestnctLc Ave- 
nue, Kalamazoo, Mich. Author l ty sought 
to operate as a contract carrier, by motor 
vehicle, over irregular routes, transport¬ 
ing: Fresh meats and packing-home 
products „ on a reshipment basis, from 
Kalamazoo. Mich., to points in Kalama¬ 
zoo. Barry. Calhoun. Eaton, Van Burcn, 
Allegan. St Joseph. Cass, Brunch, sod 
Berrien Counties, Mich. Applicant ia 
authorized to conduct operations in 
Michigan. 

No. MC 66562 (Sub No. 1412). filed 
April 18. 1958. Applicant: RAILWAY 
EXPRESS AGENCY. INCORPORATED, 
219 East 42d Street. New York 17. N. Y. 
Applicant’s attorney: William H. Marx, 
Law Department. Railway Express 
Agency. Incorporated, (same address as 
applicant). Authority sought to operate 
as a common carrier, by motor vehicle, 
over regular routes, transporting: Gen¬ 
eral commodities including Class A and 
B explosives, moving in express service, 
between Roanoke. Va., and Bristol. Va: 
from Roanoke over U. 8 . Highway 460 to 
junction alternate U. S. Highway 440, 
thence over alternate U. S. Highway 460 
to Salem. Va., and thence over U. S. 
Highway 11 to Bristol, and return over 
the same route, serving the intermediate 
points of Salem. EUlston. Christ:ansbur*, 
Radford. Dublin. Fulaakl, WyUMffflk 
Marion, Chllhowle, and Abingdon, and 
the off-route points of Cambria Max 
Meadow. Rural Retreat, GladcSprtaE, 
Emory, and Meadow View. RESTRIC- 
TIONS: The service to be performed will 
be limited to that which Is auxiliary te 
or supplemental of express service ano 
the shipments transported by applies# 
will be limited to those moving on a 
through bill of lading or express receipt 
covering, in addition to the motor car* 
rier movement by applicant, an immeciF- 
ately prior or an immediately 
quent movement by rail or air. App*i* 
cant is authorized to conduct opera¬ 
tions throughout the United States. 


Ncrr*:. Applicant »tatca that 
with rail or air expreae ton ice wiU be 
at Roanoto or Bristol. 

No. MC 66562 (Sub No. 1415>* 
April 24. 1858. Applicant; RAU-wa* 
EXPRESS AGENCY. INCORPORATED. 
219 East 42d Street. New York 1<. • 

Applicant's attorney: William HJM 
Low Dept.—Railway ExpressAs^-^ 
corporate. 219 East 42d Street., 
York 17. N. Y. Authority sought “ 
crate as a common carrier, by . 

hide, over regular routes, tronsptm 
General commodities, except • 

B explosives, moving in exp '. c ^,, ‘m, 
between Leechburs. Pa. and „f~?!| rom 
Pa. (Klskimlnetas Junction. I • h |jr 
Leechburg over Wnn*jrlv»nla^ 
66 to unnumbered highway ^ 

Old Schenley Road, thence over 
bered highw ay to Schc ^^ 1 ^ 1 cnoN; 
over the same route. R *" 1 Jr. M mn- 
The service to be performed sp¬ 

ited to that which is auxiliary ^ 
plemcntol of express service. v gj 

shipments transported by <*l f • .j. r 0 ugl» 
be limited to those movinG ^ 1 ^ 
bill of lading or express receipt ^ 

in addition to the motor **7" . r prior 
__ o^iirnnt an immediately * 
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or in Immediately subsequent movement 
by rati or air. Applicant Is authorized 
to conduct operations throughout the 

United States, 

Hotx: Applicant states the proposed oper- 
itk* will bo an extension of Its authorised 
Hfuta route operation between New Ken- 
tnftan and SalUburg. Pa., In No. MC 66502 
Sub So S4S. and that Scheme?. Pa., will be 
•erred sa an Intermediate point in connection 
with such authorized regular route ope ra¬ 
tion. The traffic to be handled Will be inter¬ 
changed with rail or air expreaa service at 
Star Kensington, Pa. 

No. MC 66562 (Sub No. 1416>, filed 
April 24. 1958 Applicant: RAILWAY 
EXPRESS AGENCY. INCORPORATED. 
519 East 42d Street. New York 17. N. Y. 
Applicant's attorney: William H. Marx. 
Uw Dept.. Railway Express Agency. In¬ 
corporated, 219 East 42d Street, New 
York 17, N. Y. Authority sought to op¬ 
erate as a common carrier , by motor ve¬ 
hicle. over regular routes, transporting: 
General commodity a, including Class A 
tnd B explosives. moving In express serv- 
lervim* Freeport. Pa., as an interme¬ 
diate point in connection with appli- 
yi* authorized regular route 
operations between Pittsburgh. Pa,, and 
pttarminR, Pa.. In Certificate No. MC 
Sub No. 1286. RESTRICTION: 
Tbe ttnrice to be performed will be lim¬ 
ited to that which Is auxiliary to or sup¬ 
plements of express service, and the 
wipments transported by applicant will 
kfn 10 moving on a through 
or ex P ress receipt, covering. 
JLI! L.^ on 10 rootor carrier move¬ 
rs 1 by Applicant, an immediately prior 
wan immediately subsequent movement 
to £i*° r , alr * A PP liCftn * i* authorized 
Cnlwstol ? PCraU0n8 Ulroufihout the 

* tot< * Interchange with 
Wv,c ® wai *• »««• « 

tmii C u it UM <Sub No 105> - flled 

TRAVsfr 1 ^, Applicant: STILLPASS 
Grrvl^ “MPAMY. INC., 4967 Spring 
? U,clnnaU 32. Ohio. Au- 
tdrrirr bv^\ t0 op * rat * Rs » contract 
teotn' traiw^fi vehlete > oy cr Irrtgular 

WSSSSSSSl Ucithin - in bulk. 

he® Q,^„ ta ‘" less tank vehicles. 
Ohio. C . 1 ?' Il1 " lo Cleveland, 

duct ^ authorized to con- 

Honda Oori'A l ? 1 ,, Alabama - Arkansas. 
*«asa UUnols ' Indiana. Iowa. 

*^ 0 U mw Mao lnnd. Michigan. 

Nefamska. New 

Carol,n^ o North Car °bna. Ohio, 

•*. vS Pennsylvania. Tennes- 

WUcoosm ' West Vlr 8lnla, and 

^■' 5 « T -cuan 0 m 4 !^f ***“ Instituted 

' M - to d,,!! 1, No - uc louaa sub 
WheUler applicant'* 
«««}». * contract or common 

£S^ ^ tC |958 32 °innb Ub N °- 16 *• n,cd 
^oirr un* 4 pp1 cant: mONTIER 

& ss*** 

carTi'fr 5 b t oa8, ? t 10 operate as a 
5 ?°*' C<£ r J? y “ otor ve hicle. trans- 
^ ™ mmodit 'cs. except 

^Clwl!l!; 5 lass A »nd B 
hsehold goods as defined by 


the Commission, commodities in bulk, 
and those requiring special equipment, 
serving the site of the Pacific Northwest 
Pipeline Compressor Station No. 23, lo¬ 
cated approximately 12 miles southwest 
of Big Piney. Wyo„ as an off-route point 
In connection with applicant's author¬ 
ized regular route operations between 
Kemmerer and Big Piney. Wyo., over 
U. S. Highway 189. Applicant Is author¬ 
ize to conduct operations in Utah and 
Wyoming. 

No. MC 105642 (Sub No. 3). flled April 
24. 1958. Applicant: BARDSTOWN 

TRANSFER LINE, INC.. 116 West 
Stephen Foster. Bardstown. Ky. Appli¬ 
cant’s attorney: Robert M. Pearce. 
Seventh Floor, McClure Building. Frank¬ 
fort, Ky. Authority sought to operate as 
a common carrier, by motor vehicle, over 
a regular route, transporting: General 
commodities, except those of unusual 
value. Class A and B explosives, house¬ 
hold goods as defined by the Commission, 
commodities in bulk, and those requiring 
special equipment, between Bardstown. 
Ky.. and Smith’s Switch. Ky.. from 
Bardstown over U. S. Highway 62 to 
Junction of Kentucky Highway 61 at 
Boston, thence over Kentucky Highway 
61 to Smith's Switch, and return over 
the same route, serving no intermediate 
points. Applicant is authorized to con¬ 
duct operations in Kentucky. 

No. MC 107496 (Sub No. 107). flled 
April 31. 1958 Applicant: RUAN 

TRANSPORT CORPORATION. 408 
Southeast 30th Street. Des Moines. Iowa. 
Authority sought to operate as a common 
carrier . by motor vehicle, over Irregular 
routes, transporting: Nitrogen fertilizer 
solutions , in bulk. In tank vehicles, from 
LaPlatte. Nebr.. to points In Nebraska. 
Applicant is authorized to conduct oper¬ 
ations In Wisconsin, Illinois. Iowa, 
Minnesota. Missouri, Nebraska! South 
Dakota. North Dakota. Kansas, Ohio, 
Kentucky, Texas, Louisiana, Arkansas, 
Oklahoma, Colorado, and Indiana. 

No. MC 107496 (Sub No. 108>. flled 
April 24. 1958. Applicant: RUAN 

TRANSPORT CORPORATION. 408 
Southeast 30th Street, Des Moines. Iowa, 
Authority sought to operate as a common 
carrier , by motor vehicle, over irregular 
routes. transporting: Petroleum and 
petroleum products, in bulk, in tank 
vehicles, from Ponca City. Okla., to 
points in Nebraska. Applicant is author¬ 
ized to conduct operations in Texas. 
Louisiana. Arkansas. Oklahoma. Colo¬ 
rado. Indiana. Kentucky. Ohio, Kansas. 
North Dakota, South Dakota, Nebraska* 
Missouri. Minnesota, Wisconsin. Illinois* 
and Iowa, 

No. MC 108835 (Sub No. 7). filed April 
21. 1958. Applicant: HYMAN TRANS¬ 
PORTATION COMPANY, a corporation. 

8 North State Street. Aberdeen. S. Dak. 
Applicant’s attorney: Donald A. Morkcn. 
1100 First National-Soo Line Building, 
Minneapolis 2 , Minn. Authority sought 
to operate as a common carrier , by motor 
vehicle, over regular routes, transport¬ 
ing: General commodities, except those 
of unusual value. Class A and B explo¬ 
sives. household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment, ( 1 ) 
from Minneapolis. Minn., to Watertown. 


S. Dak., over U. 6 Highway 212; (2> from 
Minneapolis. Minn., over Minnesota 
Highway 7 to Junction with U. 8 . High¬ 
way 212 at Montevideo. Minn.; ( 3 ) from 
Willmar. Minn., over U. S. Highway 23 
to Clara City, Minn,: (4) from Milbank, 
S. Dak., over U. S. Highway 77 to Junc¬ 
tion with U. S. Highway 212; (5) from 
Watertown. S. Dak., over South Dakota 
Highway 20 to Junction with South Da¬ 
kota Highway 25 and thence over South 
Dakota Highway 25 to Webster. S. Dak.: 
and ( 6 ) from Watertown. S. Dak., over 
U. S. Highway 212 to Redfield. S. Dak., 
and thence over U. S. Highway 281 to 
Aberdeen, S. Dak., and return over the 
above specified routes, serving no inter¬ 
mediate points, as alternate routes for 
operating convenience only in connec¬ 
tion with applicant’s authorized regular 
route operations. Applicant is author¬ 
ized to conduct regular and Irregular 
route operations in South Dakota, 
Minnesota, and Iowa. 

Not*: In connection with the proposed 
alternate routes above-described, applicant 
requests the right to Join said alternate 
routes at their termini with other existing 
alternate or regular routes for the purpose of 
performing a through service to, from and 
between points presently authorized to be 
served; fu rther, applicant requests the fol¬ 
lowing RESTRICTION: Operations from 
Watertown. 8. Dak., to Minneapolis-8t, Paul. 
Minn., shall be restricted to transportation 
of shipments of meats, packinghouse prod• 
ucts and commodities used bp packing - 
houses, as described by the Commission, 
moving from Watertown, 8. Dak., to Minno- 
apolis-St. Paul, Minn., or points beyond. 

No. MC 108890 (Sub No. 3). flled April 
25, 1958. Applicant: REYNOLD WAG¬ 
NER, 220 South Chambers. Sioux City, 
Iowa. Applicant's attorney: Wallace W. 
Huff. 310-14 Security Bank Building. 
Sioux City 1. Iowa. Authority sought to 
operate as a common carrier . by motor 
vehicle, over irregular routes, transport¬ 
ing : Commercial feeds , from Sioux City, 
Iowa, to Ellsworth. Luveme. and Adrian, 
Minn. Applicant is authorized to trans¬ 
port similar commodities in Iowa. Ne¬ 
braska. and South Dakota. 

No. MC 110130 (Sub No. 7), flled April 
21. 1958. Applicant: JOE WARREN 
AND MERRICK WARREN, doing busi¬ 
ness os WARREN BROTHERS. Center 
Road Station, R. F. D. No. 2. LinesvUle, 
Fa. Applicant’s representative: O. H. 
Dilla. 3350 Superior Avenue, Cleveland 
14. Ohio. Authority sought to operate 
as a contract carrier . by motor vehicle, 
over irregular routes, transporting: Coal! 
In bulk, in open top or dump vehicles, 
from mines and coal yards In Butler, 
Mercer, and Venango Counties. Pa., to 
points in Ashtabula. Cuyahoga, Lake, 
and Lorain Counties, Ohio, and Dunkirk, 
N. Y. Applicant is authorized to con¬ 
duct operations In Ohio and Pennsyl¬ 
vania. 

Non: A proceeding has been Instituted 
under section 212 (c) of the Interstate Com¬ 
merce Act to determine whether applicant's 
status Is that of a contract or common car¬ 
rier. assigned Docket No. Me 110130 (Sub 
No. 6). 

No. MC 112020 (Sub No. 44>. flled April 
21. 1958. Applicant: COMMERCIAL 

OIL TRANSPORT, a corporation, 1030 
Stayton Street. Fort Worth. Texas. Ap- 
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pllcant's attorney : Leroy Hallman, First 
National Bank Building, Dallas 2. Tex. 
Authority sought to operate as a common 
carrier , by motor vehicle. over irregular 
routes, transporting: Petroleum lubri - 
eating oils and petroleum waxes , in bulk, 
in tank vehicles, from points In Jefferson 
County, Tex., to points in Wisconsin. 
Applicant is authorized to conduct oper¬ 
ations in Texas, Louisiana. Arkansas, 
Oklahoma. Kansas, Missouri. Nebraska. 
Iowa, Illinois, Indiana, Colorado, Missis¬ 
sippi. Michigan. Ohio. Wisconsin. New 
York. Kentucky, and Tennessee. 

Petitions 

No MC 19201 (Sub No. 4). PETITION 
FOR MODIFICATION OF CONDITION 
IN CERTIFICATE, dated April 17, 1958, 
PENNSYLVANIA TRUCK LINES. INC., 
110 South Main Street. Pittsburgh. Pa. 
Applicant's attorney: Gilbert Nurick, 
Commerce Building, Harrisburg, Pa. 
Pennsylvania Truck Lines, Inc., peti¬ 
tioner, requests permission to file this 
petition, and seeks reopening of the 
above proceeding for the purpose of mod¬ 
ifying its Certificate MC 19201 Sub 4 so 
as to eliminate Piqun, Ohio, as a key 
point applicable to the route between 
West Jefferson, Ohio, and Greenville, 
Ohio, originally authorized at MC 19201 
Sub-25 Tnow incorporated in MC 19201 
Sub 4). Operations over the said route 
are restricted, in part, as follows: "No 
shipment shall be transported by said 
carrier as a common carrier by motor 
vehicle between any of the following 
points or through or to or from more 
than one of said points: Cincinnati. 
Columbus, and Plqua, Ohio, and Rich¬ 
mond. Ind." Petitioner states that be¬ 
cause of the prohibition of substituted 
truck service between Columbus and 
Piqua. the railroad is required to con¬ 
duct inefficient and wasteful operations 
and petitioner has been prevented from 
affording to the railroad full and effective 
use of its operating rights. Further, 
the presence of Piqua as a key point has 
deprived the public generally, and Inter¬ 
ested shippers and receivers particularly, 
of the benefits of improved service. Pe¬ 
titioner believes that the granting of this 
petition would not result in any appre¬ 
ciable alteration of the existing competi¬ 
tive situation. 

No. MC 114529. PETITION FOR DEF¬ 
INITION AND OR FOR REOPENING 
AND ELIMINATION OF "TRUCKLOAD" 
RESTRICTION, dated April 22. 1958. 
TRAVELERS MOTOR FREIGHT, INC., 
42—38th Street, Wheeling. W. Va. Peti¬ 
tioner's representative: John R. Meeks, 
607 Copley Road. Akron 20, Ohio. Trav¬ 
elers Motor Freight, Inc., petitioner, re¬ 
quests (a) to specifically define the word' 
•‘truckloads*’ as contained in its Certifi¬ 
cate No. MC 114529 dated March 13. 
1958. and If relief sought is not afforded 
through definition, (b) to reopen the pro¬ 
ceeding to the extent of amending the 
said certificate by either deleting the 
restriction "in truckloads only" or by 
substituting therefor the phrase "any 
quantities". Petitioner docs not seek to 
conduct operations beyond the scope of 
Its existing authority but merely seeks 
such relief as would result from the 


elimination of the 44 truckload" restriction 
which it believes should not have been 
imposed at the time the Initial certificate 
was issued. In the event the Commis¬ 
sion's definition of "truckloads" would 
not immediately afford the relief sought, 
petitioner requests that this proceeding 
be reopened and handled without oral 
hearing In order to expedite final deter¬ 
mination. 

Petition for a Declaratory Order With 

Respect to Section 303 <b) or the 

Interstate Commerce Act 
l Docket No. W-C-2] 

By joint petition dated March 19. 1958, 
American Commercial Barge Une Com¬ 
pany, Jeffersonville. Ind.. Federal Barge 
Lines. Inc., St. Louis, Mo., John I. Hay 
Company, Chicago 4. Ill.. Mississippi Val¬ 
ley Barge Line Company. St. Louis 1, Mo., 
The Ohio River Company. Cincinnati. 
Ohio, Union Barge Line Corporation, 
Pittsburgh 22. Pa. Petitioners* attorney: 
Harry C. Ames, Ames. Hill & Ames, 
Transportation Building, Washington 6 . 
D. C.. seek the issuance of a declaratory 
order under section 5 (d) of the Admin¬ 
istrative Procedure Act with respect to 
the following questions; and that duo 
to the many carriers and the many com¬ 
modities involved, petitioners request 
that hearing be held thereon: (1) Does 
section 303 <b) of the Interstate Com¬ 
merce Act provide exemption only for 
those commodities which were trans¬ 
ported in bulk, within the meaning of the 
statute, on June 1. 1939. on the par¬ 
ticular waterway where the exemption 
is claimed, or <2> Does the exemption 
embrace commodities which were trans¬ 
ported June 1. 1939. In bulk "in accord¬ 
ance with the existing custom of the 
trade" on streams or waterways other 
than the one for which exemption is 
claimed, and (3) Can section 303 (b) 
be construed so as to provide exemption 
with respect to commodities which were 
cither not in transportation by water 
at all on June 1, 1939. or which as of 
that date were not transported "in’ ac¬ 
cordance with the existing custom of the 
trade" as bulk commodities defined In 
this paragraph, even though now the 
transportation of such commodities by 
water, in the absence of the June 1,1939. 
restriction, would meet the definition of 
bulk commodities in this particular para¬ 
graph? The commodities Involved in 
these questions are. dry: alumina; am¬ 
monium nitrate; ammonium sulphate; 
cement; concentrates, zinc; feldspar; 
fluorspar; ferro-alloys; ferro manganese; 
flue dust; fly ash: magnesite, dead 
burned: manure salt, milo maize: mud, 
drilling; ores, viz. barytes, chrome, 111 - 
menite. Iron, manganese, zinc; phos¬ 
phate, dlcalclum; phosphate rock: salt; 
sludge: soya beans; superphosphate; 
triple superphosphate, etc., and Liquid: 
Not In certified tank barges: alcohol; 
caustic soda; glycol; linseed oil; liquid 
sugar; methanol: molten sulphur; mono- 
chlorobenzine; oil. soya bean; etc. 

Replies to the petition and representa¬ 
tions for or against the issuance of a 
declaratory order and the assignment of 
the matters here Involved for hearing 


should be filed with the CommlssJoo 
within 30 days from the date of t ta 
notice in the Federal Register. 

Applications Under Section 212 (c) 

CONVERSION PROCEEDINGS 

No. MC 103363 (Sub No 4) (COR¬ 
RECTION) (SUPPLEMENT >. publlibed 
issue April 30, 1958. at page 2889. Ap¬ 
plicant: SUPERIOR CARRIERS, INC, 
Berkshire Valley Road. Kcnvtl, N J. 
Applicant's attorney: John T. HIMe- 
mann, P. O. Box 457, Woodbridse, N. J. 
Carrier filed on application, under sec¬ 
tion 212 (c) of the Interstate Commerce 
Act. for a determination of its ststtn 
pertaining to contract carrier authority 
issued on or before August 22, 1957. On 
April 10. 1958, the carrier requested dis¬ 
missal of the application, and an order 
was entered on April 21, 1958, effective 
June 4, 1958, dismissing the application 
and discontinuing the proceeding. Pre¬ 
vious publication erroneously indicated 
docket number assigned to this proceed¬ 
ing as No. MC 103362 (Sub No 4). 

By the Commission. 

I seal) Harold D. McCoy, 

Secretary 

|F. R. Doc. 58-3400: Filed. May 4. i»»; 

8:48 a. m J 


Fourth Section Applications for Run* 

May 2, 1958. 

Protests to the granting of an applica¬ 
tion must be prepared in accordsnee 
with Rule 40 of the general rules or 
practice (49 CFR 1.40) and filed within 
15 days from the date of publication or 
this notice in the Federal Register. 


LONO-AND-5HOKT HAUL 

FSA No. 34654: Petroleum lubricating 
oil — Cleveland . Ohio to Michigan poinv. 
Filed by Traffic Executive AssocWH* 
Eastem Railroads, Agent ( CTR w . 

2370) . for interested rail carrier*. Hsio 
on oil, petroleum, lubricating. 
loads, as further described In the *P 
plication from Cleveland, Ohio to Dciro. 
and Flat Rock, Mich. 

Grounds for relief: Barge competition. 

A GCRECATE-OF-INTER MEDIATES 

FSA No. 34655: Petroleum tobrWtftf 
oil—Cleveland, Ohio, to Michi gan 
Filed by Traffic Executive 
Eastern Railroads. Agent <CTR _ 

2371) , for interested rail can-lers. , 
on petroleum lubricating 

loads, as further described in th ' 
cation from Cleveland, Ohio to 
and Flat Rock. Mich. of 

Grounds for relief: Main ten- noJ 
depressed water-competitive n ^ 
applicable in constructing comom*. 

rates lower than through o ^ 
rates from or to points beyond tne n 
points. 

By the Commission. 

ISE/al Haxolo D. McCor^ 
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